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f,, jy NEW HORIZON 


_ Fluorescent Fixture 
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Anothe Biot! 


FIRST successfully-engineered, fully-proven, Slimline-tube 
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lighting fixture. 


te 


’ FIRST on the drafting board; first into production; 


J 


Leader NEW HORIZON Open Type Fixture 
especially designed for mass lighting of 


first into the testing laboratory; and first on the market! 


FIRST in a beautiful fixture ensemble of gleaming 
large commercial establishments y metal and plastic. First to achieve this practical result: 
Maximum diffusion of horizontally-directed light; 


muffled glare with a minimum of light interference. 


NEW HORIZON, Model NHE-480 (as illustrated above) 


has drawn aluminum end-caps. Newly-designed, destaticized 





moulded-PLASTIC lightweight louvers (will not warp or dis- 
The NEW HORIZON Incandescent Spotlight. 


color). Fully guaranteed. New-style tubular-PLASTIC translucent 
Excellent for highlighting displays. Available ; 


; side panels . . . Slimline (instant-start) tubes designed for four 
for corner or center installations, : 


eight-foot tubes; F96-T-8, Also for two eight-foot tubes; NHC-280. 
a 2 ia <i . -s pee 












ELECTRICAL WHOLESALERS ... Let us tell you how other 
leading Wholesalers are ‘‘cashing in’’ on ads like these, 
which are creating an ever growing demand for ECONOMY 
""De-Lay"’ Renewable Fuses and Renewal Links. 


Prevent Interruptions to 
Flectrically-Operated High Production Machines 
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NEW 
Multiple-Spindle 
Automatic 
SCREW MACHINES 


Six independently 
cammed cross- 





slides are radially 
arranged about 
the spindle carrier 
axis, making pos- 
sible the same line 
of forming thrust 
for every position; 


minimizing overe- 











hang, andallowing 
you greater inter- 
changeability of 
holders, 


MODERN 4 


~~ gon? 


“De-Lay’”’ Renewable Fuses 


HATE'S HOW ss evens inerrption 


to high-production machines, due to momentary overloads 
and “fuse” blows in electrical circuits. 


Use ECONOMY “De-Lay” Renewable 
Fuses, which give safe protection where most 
overloads occur—in the 135 to 200% range. 


Placed in your electrical circuits, ECONOMY 
“De-Lay” Renewable Fuses prevent many 
“Blackouts” otherwise caused by current surges lasting 
only a fraction of a second. 


Leading Electrical Wholesalers stock 
ECONOMY “De-Lay” Renewable Fuses and Renewal Links. 


You are invited to 
AS write for the New 
ine ECON Economy Catalog. 


ECONOMY FUSE & MFG. CO., 2717 GREENVIEW AVE, CHICAGO 14, ILL. Acc Principat cines 
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How Uo Incase ofl 


WESTINGHOUSE 










NOW ONLY 


820. 





P vis year youll sell more sun lamps than ever before. 
\ growing demand for the benefits of a healthy tan, plus 
the stimulus of this new low price. will make Westinghouse 





Sun Lamps a bigger-than-ever profit builder for you. 





bess 


HOW TO CASH IN ON THIS NEW LOW PRICE: 





Offer a special package—a sun lamp complete 





e 
with handy fixture. 
COME iN AND EE THE NEW 


Westinghouse i Promote the Westinghouse sun lamp as 4 
' * Christmas gift item... it’s timely ... it appeals 
Sunt 4 to everyone, 


3 Use the promotion material available 

— . . ° 

Send for your free Westinghouse Sun 
Lamp Point-of-Sale Package. 





Check your stock of Westinghouse sun 
* Jamps and order an ample supply from 
your dis se aarelprtg 


Build a sales winning sun lamp display 
using colorful display material. Mer- 
chandise related items, such as fixtures 
and heat lamps, for added sales. 





= 


You can be SURE... ¢f Ud Weslinghoue 


ELECTRICAL WHOLESALING—October, 1948 












e lwo Gel kd - 


WESTINGHOUSE 
















This new Westinghouse fluorescent bulb, with 
rated life of 3.000 hours. offers users new econom) 
—offers you a fast-selling profit builder. 

The Westinghouse Nite Lite is long lasting and 





economical to operate—costs only a cent or two 


a month to burn all night. Retails at 19¢ plus tax. 
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&') HOW TO PROFIT FROM THESE PRACTICAL USES: ij 
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1 Promote Nite Lite’s practical uses for safety and convenience N 2 Shou. 
ese. . , . ° ° ey NY ey 
in the home. Mothers with small children, especially, will like ITE Gan OC 
r it. Its soft glow will not disturb the lightest sleeper. [t's a safe. yo Pip LiTE¢ 
“ May 
cals cool fluorescent lamp. $ - % 
2 Send for your Nite Lite promotion package—a 
ve e = ; : 2 
ae complete kit of point-of-sale aids and ad mats to 
help you cash in on Nite Lite’s sales appeal. 
sun 3 Order an ample stock of Nite Lites from 
om * your Westinghouse Lamp Distributor 


now! 


{n eye-catching carton of 12 Nite Lites. 
plus the bright display card will help to 
make Nite Lite one of your best sellers 
and biggest profit builders. 


Westinghouse ja 


}~ 


LAMP DIV., WESTINGHOUSE ELECTRIC 
CORPORATION, BLOOMFIELD, N. J. 
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Nemo<@>Flectric AIR COOLED | 














Ratings from 15 to 
50 KVA are built 
for floor or wall 
mounting in fully 
enclosed case. 


ACME ELECTRIC CORPORATION 
Cuba, N. Y. 


6710 Water Street 
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Small capacity up to l 
KVA, transformers are 
built in this compact 
style. 
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TRANSFORMER INSTALLATIONS 


AKE MONEY FOR Y 


Lc 
5 





In every industry, Air Cooled Transformers are be- 
ing used in increasing numbers as the most prac- 
tical and economical way of eliminating double 
wiring, providing three wire circuits, balancing 
voltage, insulating circuits or boosting voltage. 
These and many other applications provide a 
steady profitable market for those who can supply 
Acme Electric Air Cooled transformers from stock. 


Acme Electric air cooled transformers are avail- 
able in insulated and auto types, in ratings 
from 1/10th to 50 KVA, with primary voltages up 
to 600 volts. Well designed all-steel construction 
provides maximum capacity at minimum weight. 
Mechanically designed for easy installations, they 
are preferred by many plant engineers. 


The many exclusive performance and construction 
features of Acme Electric air cooled transformers 
make selling easier in a competitive market at 
prices that are right and profit percentage that 
justifies your special interest. 


Write today for details. 


Acme Electric manufactures Luminous Tube Transformers — 
Fluorescent Lamp Ballasts — Cold Cathode Lighting Trans- 
formers and Ballasts — Mercury Vapor Lighting Transformers 
— Radio and Television Transformers — Electronic Transform- 
ers — Door Bell, Chime and Signalling Transformers — Safety 
Transformers — Voltage Regulating Transformers — Step 
Down Transformers — Control Transformers — Warp-stop 
Transformers — Air Cooled Power Transformers — Rectifiers 


IN CANADA: ACME ELECTRIC (CANADA) LTD. 
824 Notre Dame St., West 


Montreal, Que. 





ELECTRICAL WHOLESALING—October, 1948 








<a) PACKAGE 


| HERE NOW! 
G-E 
"SS 4-LAMP 
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taster than ever in the new 4-lamp package! 


3 


HEN G-E lamps are put up where people can see 

‘em, they buy ’em! G-E lamps sell on sight, be- 
cause: 1) they are pre-sold by year-in year-out advertis- 
ing and 2) They’re tops for seeing, because General 
Electric Lamp research is always at work to make 
G-E lamps Stay Brighter Longer. 

And now the new easy-to-handle, easy-to-display 
G-E 4-lamp package is selling more G-E lamps faster 
than ever before! 

General Electric is now packaging both of the most 
popular sizes of G-E lamps—100-watt and 60-watt— 
in 4-lamp packages! Be sure to urge your dealers to 
put the new 100-watt packages on display as soon as 


they get them. 


G-E LAMPS 


GENERAL GQ ELECTRIC 
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ssful Protection Use 


COMBINATION 
STARTERS 


; for Succe 


CLAR 


The combination of an A.C. Magnetic Starter with Air Circuit 
Breaker or Disconnect Switch gives added protection to 
motor and operator. 


<I 


Romo) 





It's a plus value in one unit, @asy and economical to install. 





Bulletin 6020 A.C. Starters available in 
sizes 0 through 5. Completely enclosed, 
with locking arrangement to prevent 
tampering. 








Bulletin 6020 A.C. X-line 
starter non-feversing Bulletin 6038 A.C. Starters with discon-, | 


with air circuit breaker nect switches, availablein sizes 0 through 

5 for standard duty, and sizes 0 through 
4 for plug-stop or jogging 
duty, fusible and. non-fusible. | 
NEMA Type I, 1A and 5 en- 
closures are also available. 





Bulletin 6038 A.C. X-line Reversing Starter 
with disconnect switch. 


Bulletin 6040 A.C. Reversing 

Starters with air circuit 

breakers available in sizes 

0 through 5 for standard duty 

and sizes 0 through 4 for plug- 
, Stop and jogging duty. 


Other types of CLARK Combination Starters 
are also available—all give short circuit and 
overload protection. 





Bulletin 6040 A.C. X-line Reversing Starter 
with air circuit breaker. 


The CLARK line of Combination Starters is an ideal 
line for increasing Distributors sales and_ profits. 


1146 EAST 152nd STREET, CLEVELAND 10, OHIO 
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With GUTHLITE, lightweight (10 Ib.) 
channels are mounted on ceiling or 
stems, and wires are pulled through 
oa clear, unobstructed channel and 
connected to plug-in receptacles. 
Then the Reflector assembly is at- 
tached — right from the floor. No 
heavy fixtures to carry up the lad- 
der—no maze of wiring to compli- 
cate installation! 


Floor-level lamp and starter chang- 
es means safety for the maintenance 
worker —and safety for people un- 
derneath. Furthermore, GUTHLITE 
is constantly safe, since there is 
never danger of falling ports. Re 
flector, louvre, and all other parts 
are permanently assembled in the 
reflector unit. 





For simple dusting, the GUTHLITE 
is safely lowered on the cknife 
Hinge For more thorough cleaning, 
the entire Reflector assembly is 
lifted down to the floor Either way, 
all hot wires are disconnected the 
instant the fixture is opened No 
ladders! No danger of shock! 


The reflector unit unhooks and lifts 
down, to be taken into the work 
shop or other safe spot for over 
hauling or repairs. Simple repairs, 
like changing starters, checking 
ballasts, etc., can be done in the 
‘down’ position of the GUTHLITE 
Jacknife Hinge 


YOU'LL WANT ALL THE FACTS—WRITE TODAY FOR BULLETIN 6845-C 


en 
Leaders in Lighting ef Since 1902 
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LP RESENTING ... the first book- 

keeping machine styled in the 

modern mode— with that rare beauty of 

truly functional design. And inherent in 

this distinctive machine are new features 

that speed and simplify the production 
of every accounting record. 

The Foremost is fashioned for effi- 
ciency in business administration—fash- 
ioned for faster accounts receivable, for 
more detailed accounts payable, for com- 
plete payroll records—as well as for every 


other phase of management control. 

Combining the maximum in owner- 
utility with singular operator-appeal, this 
completely electrified bookkeeping ma- 
chine is designed to produce the results 
you require—at lower cost. See it today! 

Call your local Remington Rand spe- 
cialist, or write Department EW-10, 
315 Fourth Avenue, New York 10, N. Y. 


Reningion Read 
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What's your score? 


on full-line sales? 
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Are you following up these advertisements by talking, and selling 
the full General Electric line to your wiring-material customers? 


Through these advertisements, and with a steady stream of promotional pieces, we 
are giving your customers a better picture of how they benefit when they buy from 
the full General Electric line. We tell them that each part of the line is made for ready. 
use with other G-E wiring materials; that it’s a line designed for convenience—in 
ordering—in installation—and in maintenance. And that it’s backed by experienced 
men, who are always ready to help with engineering and application counsel on 
every job—that it’s the kind of one source, one complete-line service that makes it 
easy for them to do a top-notch wiring job. 

We're providing the “door opener” for you, to make your job easier. Why not take 
advantage of this boost, and sell the complete General Electric line? 

We'll be glad to give you full information on any products in this full line. Just 
write to Section K13-1026, Construction Materials Department, General Electric Com- 
pany, Bridgeport 2, Connecticut. 


Construction Materials 
GENERAL @@ ELECTRIC 
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Conduct” PAVES THE 
ROAD TO PROFITS... ¥ 
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the extra satisfaction both you and your customer obtain in the sales and 


installation of controlled quality Conduit Pipe Products. Neatly packaged, 


eye-appealing and with a U. L. Label that means everything it implies. 











~ > Representatives in Principal Cities 


CONDUIT PIPE PRODUCTS C0. 


COLUMBUS, OHIO 





PIPE COUPLINGS + PIPE NIPPLES + ELBOWS, 90° AND 45° 


RUNNING THREAD » GOOSENECKS + WALLPLATES + EMT FITTINGS 
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Play Safe 
Sell SECURITY 















Pick Security Friction Tape 





This strong, rubbery tape has high insulating properties 
and the tensile strength that’s needed for the tougher 
jobs. Security has no pinholes—doesn’t unravel when 
unwound from the roll. There isn’t a better all-around 
electrical and general-purpose tape on the market. Safe, 
sure, long-lasting, Security is your handy man for any 
splicing job. Write to United States Rubber Company, 


1230 Avenue of the Americas, New York 20, N. Y. 








A PRODUCT OF 


UNITED STATES 
RUBBER COMPANY 
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ANY WAY YOU LooK aT it... FEDERAL NOARK motor starters cut maintenance costs! 


COIL REPLACEMENt... 


Replacing a coil in a Federal NOARK Motor Starter is 
simplicity itself. A—Press up the coil retaining spring 


a 
not a test of patience afi and pull out. B—Loosen a screw and lift out the 
but an A- B- C operation i movable magnet. C —Disengage the coil leads from 


the terminals and pull out the coil. A new coil goes 
in place in seconds! Your own eyes tell you that the 
simplicity of Federal design saves time . .. where time 
is important! 
































Where maintenance means money... save with 
Federal NOARK Motor Starters. 





Executive Offices: 50 Paris Street, Newark 5, N. J. 
Plants: Hartford, Conn., Newark, N. J., St. Louis, Mo., 
Long Island City, N. Y. 

SALES OFFICES IN PRINCIPAL CITIES 





+ Simplified OVERLOAD ELEMENT 
+ Frictionless SOLENOID ACTION 
¢ Rapid CONTACT RENEWAL 


Federal Electric Products Company, Manufacturers of a Complete Line of Electrical Products including Motor Controls * Safety Switc! 
Service Equipment * Circuit Breakers * Panelboards * Switchboards * Bus Duct 
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CHRISTMASMLIGHTING 


spy ROYAL ....LicutiINc THE WAY To 
















“ROYALITE”’ 
BUBBLING TREE 
22” high! 11 spark- 
ling Royalites! 
Flame - resistant 
GREEN or WHITE 
visca. Packed with 1 

extra lamp. 











“ROYALITE’ BUBBLING LAMPS 
9-lite miniature series set, in full- 
color display packages. Replacement 
lamps packed in corrugated sleeves. 








--* 


_ 


“ROYALITE’ CANDLES 


A complete range of candle sets, 
with and without halos. 





























“ROYALITE” TREE SETS 
Indoor and ovtdoor sets, 
featuring new full-color 
display packaging. 















A COMPLETE LINE ... A QUALITY LINE 
GENERAL ELECTRIC LAMPS USED EXCLUSIVELY 


ROYAL WREATHS 


Of sparkling 
red cellophane. 











% 


ae : THRU THE WHOLESALER 


ROYAL ELECTRIC CO. INC. © PAWTUCKET, RHODE ISLAND 
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fittings for 
® thinwall conduit ® rigid conduit ® metallic and non- 


metallic cable ®@ flexible steel conduit ® service entrance 
cable @ grounding devices ® lighting fixture fittings 


% manufacturers for over 30 years 


Sold Through Efachrical Whelesa ers 


% representatives in principal cities 


west electric mfg. company 
1639 walnut street chicago 12, ill. 
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Here’s real help in increasing your fluorescent fixture sales. These 
attractive new identification tags are now available for your every 
fixture equipped with a G-E ballast. 


n- When these tags accompany your fixture, you’re gaining that 
ce f “extra” sales strength of the General Electric monogram a symbol 
gs of electrical quality that’s recognized by your customers proved by 


repeated surveys. 

To obtain these new ballast tags, simply contact your nearest G-E 
sales representative. Add your imprint to the tags, if you wish. 
Apparatus Dept., General Electric Company, Schenectady 5, N. Y. 


GENERAL 
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It’s A FACT—ballasts are about the 
most important component of a fluo- 
rescent fixture. They can assure your 
customers of rated lamp life and light 
output — give them quiet, trouble-free, 
dependable operation; 

With your fixtures equipped with 
G-E ballasts that can now be identified 
by this new tag, you have that addi- 
tional assurance of fine lamp perform- 
ance. It adds up to this: more and 
more customers— easier sales. 


ELECTRIC 
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@ New Wheeler 5-Inch Turret Socket Fixture for 
two or three 40-watt lamps. Open or closed 
end, double or single length. 


A Complete Line of Up-to-the-Minute 


TORKET LINE 


Fluorescent Fixtures 


- tt 
» 
= - 
COMMERCIAL 





TURRET LINE UNITS 


fn improved commercial fluores- 
cent fixture for offices. stores, hos- 
pitals, schools, public buildings. 
Special top shield eliminates “hot 


spot on ceiling... one-piece, 


hinged louver body cuts glare in 
line of vision, For two 4-watt lam ps 
3! 7“ lamp spacing, 






3'2-INCH 
TURRET SOCKET UNIT 


New Wheeler RLM Fixture for loca- 
tions where com pact size and lighter 
weight are desirable. Scientifically 
designed, ruggedly built and _fin- 
ished with Wheeler Triple-Guard 
Vitreous Porcelain Enamel. For two 
4)-watt lamps ... individual or con- 
tinuous runs, 


MADE BY SPECIALISTS 


18 


IN LIGHTING 


Phe addition of new RLM Turret* Socket Fixtures with 5-ineh 
lamp spacing to the Wheeler Turret Line, now makes “Skilled 
Lighting” available in this most modern, efficient type of fixture 


for any industrial lighting requirement. 


The new Wheeler 5-Inch Turret Line Units are designed to 
dimensions that afford uniformity in installation with previous 
Wheeler Units. Made for two and three 40-watt lamps .. . in 
single or double length... with open or closed end reflectors .. . 
for all standard suspensions .. . individual or continuous runs. 


Finished in Wheeler Vitreous Porcelain Enamel. 


Like other fixtures in the Wheeler Turret Line. this new unit 
has the new G.E. Turret Lampholders. No socket breakage . .. 
speedy relamping es 


no falling lamps on ice : vibration-proof. 


Before you specify fluorescent fixtures for any installation, get 
full information on the new, improved Wheeler Turret Line. 
Write the WHEELER REFLECTOR CO., 275 Congress Street, 
Boston 10. Mass. 


LATEST TYPE LAMPHOLDERS 






{in outstanding feature 
of all Wheeler Turret 
Line Units is thenewG.E. 
Turret Lampholder. In- 
sures constant spring ten- 


j sion, Saves money and 
ff maintenance. Vo socket 
es c . 
~ @ breakage ... no falling 


lamps ...speedy relamp- 
ing... vibration-proof, 


Distributed Exclusively Through Electrical Wholesalers 
Re t.s. Pat. Off 


REFLECTORS 


SKILLED LIGHTING 
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EQUIPMENT SINCE 1881 











You wouldn’t ex- 
pect to find such a well-known make 
of high quality switch selling for such 
a low price. Let your customers exam- 
ine it—let them compare it with any 
other moderately priced switch—its 
exacting workmanship will surprise 
them, and make on-the-spot sales for 


you! 


pay 14S Advantage® 


@ Type S time switches 
are powered by a new Sangamo de- 
veloped hysteresis type motor that 
features greater torque... long-life 
lubrication . . . low speed—your assur- 


ance of better performance. 


@ They can be easily mounted on a 


standard switch box or on any wall. 


@ Two practical colors, brown or ivory, 


blend with any color scheme. 


@ Type S time switches are fully ap- 
proved by Underwriters’ Laboratories. 


Cus 
u 


Sangamo Type S Time 
Switches are available for immediate 
delivery. 


"Lis! Faso 


] 2.4 5 (Trade Discounts Apply) 


Available in Brown or Ivory cases. 
Type S has one ‘“‘on" and one 
‘off’ operation; Type SR has two 
“on” and two “‘off"’ operations. 
Ivory case and Type SR are priced 
slightly higher. 














/ 
fommels 





Theres Plas Protit 
Sangamo /ywe S 


TIME SWITCHES 





Th) £7 & ae te) & 3 
SINGLE THROW 
Rated 15 Amp. 


Make more money... build added sales! Stock 
and push these smooth-operating, accurate, precision- 
built automatic servants. Sangamo Type S Time 
Switches open a new field of time switch applications. 
High quality at low cost permits the convenience 
of automatic control in many installations where 
cost was formerly a prohibitive factor. 


This switch is just what your trade has been wanting! 
Low in price, small in size, this dependable time 
switch means ready sales—and plus profits for you. 


Sangamo Type S Time Switches are available for 
immediate delivery. Place your order for stock now. 
Bulletin 1050C gives complete information. 





ELECTRIC COMPANY 


SPRINGFIELD, ILLINOIS 
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LOOK TO ELECTRO . 
FOR PLANNED LIGHTING 





























e URC” LUMINAIRE vial 
Basic Unit 1040 + Kit No, aise 


«ie a és 


° V-MASTER LUMINAl 
Basic Unit 1040 + ; 


{ERCIAL 
AIRES 


—- , BIRO'S BASIC UNIT SERIES 

c. PLANNED AND PROVEN 

e LOUVER-LI : he 

Basic Unit 104 . FIT BUILDER IN .. . SALES, 
<< ALLATION, MAINTENANCE 


Inventory Cost from 40% to 60% 

Pelectro’s Basic Unit Series 

Y signed for One Man Installation 

ed for Greater Efficiency 

igned and Planned for Higher 
Profits, Greater Economy and | 


e SKYLINE 
Basic Unit 10 





Low Cost Maintenance 


| Sontinuous and individual mounting; 
ter surface or pendant models. Avail- 
fan ‘four light forty’’ and ‘‘two light 


e SKY RAY @ 
Basic Unit 1040 4m 
- Model 104657% 


e ROYAL Rs 


foi saan oat hy $e au“ au ’ 
Basic Unit 1040 + Kit No. 7. =M : BE “BASIC” IN ‘48 














IMS” ELECTRO’S LIGHTING ENGINEERS ARE ALWAYS AT YOUR SERVICE 


ELECTRO MANUFACTURING CORPORATION 








we aa 2000 W. Fulton St. ° Chicago 12 
=OF 
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This quality branch circuit wire is called Neolay* 
(Type RU). It is the finest wire ever made. 

Why? First it has a nylon covering, for smooth, 
easy pulling. Moreover, nylon is tough and resists 
the deteriorating action of oil and gasoline. The 
insulation of Neolay RU is a combination of 
Laytex* (90% pure rubber) and Neoprene. That 
is why it has such a small diameter and light 
weight, and such superior electrical and physical 
properties. For example, a chain of 20 gas sta- 
tions formerly had to change wiring systems 
every Spring, because of severe damage caused 
by moisture. After switching to Neolay, these 
changes were eliminated. 

For free sample and additional information 
write to Wire and Cable Department, United 
States Rubber Company, 1230 Avenue of the 
Americas, New York 20, N. Y. 





UNITED STATES 
RUBBER COMPANY 


A WIRE ONLY AS GOOD AS ITS INSULATION 


Wires made by U. S. Rubber are Laytex Insulated 
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PYLET 


PRACTICAL DESIGN 


FEATURES 


ed aluminum 





Pe 


©))4)) | 


vide easy alignment of covers 


PLUGS and RECEPTACLES 


22 








Accurate, malleable iron castings made 
in Pyle-National’s own foundry. Double 
weather-proof protection— first, galvan- 
ized, and then finished with baked spray- 


Smooth interiors, round edges and large 
wiring spaces prevent damage to wires 
Ribbed sidewalls provide extra strength. 


Strong Domed Covers are warped and 





Dowl-pin type self retaining screws pro- 
hold cov- 
er and gasket together during handling 


Body Cover Joints are ground flat for tight 
gasket seal. Heavy hub sections of ample 
cross section are tapped straight and true 5 
with accurate, cleancut, TAPERED threads 







FLOODLIGHTS 





A Modern Line of Improved 
Heavy-Duty Conduit Fittings 


TURBO-GENERATORS 


THE PYLE-NATIONAL COMPANY 


1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 


Ottices: New York + Baltimore + Pittsburgh * St.Lows * San Francisco * St.Paul * Cleveland 
Export Department: International Railway ag Co., New York 
Canadian Agent: The Holden Co., Ltd., 


1. FS AND FD PYLETS AND COVERS-—1, 2, 3 and 4 gang, 
square corner types, take all standard switch and receptacle 
plates. 


2. ROUND BASE PYLETS AND COVERS-—Ideal for Vapor- 


tight junction boxes—Flush and surface mounting. Take stand- | 


ard 4-inch outlet box cover; also vaportight fixtures, plug 
receptacles and Flexible fixture hangers. 


3. VAPORTIGHT LIGHTING FIXTURES—With heavy cast 
metal bases, weathertight sealing and sturdy guards. Complete 
line, for 10 to 200 watt lamps, for conduit or wall mounting, 
universal 4 and 5 hub types, two and three gang, handrail and 
outlet box types, also midget fixtures. 


4. FLEXIBLE FIXTURE HANGER PYLETS — Universal joint 
hub allows easy removal of fixture, free swing movement of 
fixture with stop to prevent wire injury, also cushion type for 
protection against vibration. Also rectangular Pylets with 
suspension hanger. 


5. CAST METAL SAFETY SWITCHES AND CIRCUIT 
BREAKER PYLETS—Heavy duty safety switches and fuse 
boxes with or without plug receptacles and circuit breaker 
Pylets with all features for reliable service under severe 
conditions. Safety switches have quick make and break, inter- 
locked cover and weathertight gaskets on both cover and hub 
plates. Available with interlocking plug receptacles. 


eee evpeeeeeeeeeeeeeeeeeeeeeeeeeeee *ee 


Refer to your Pylet Catalog 1100 for complete listings includ- 
ing plugs and receptacles — explosion-proof pylets, cord and 
cable grips — flexible conduit couplings — unions — reducers — 
elbows and grip handles — po:table hand lamps. 





Montrea! 


LOCOMOTIVE HEADLIGHTS + MULTI-VENT AIR DISTRIBUTION 
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: vt THE NEWEST ADDITION TO THE LINE IS THE 
nd. | CIRC 90-3 a. c TYPE AC JUNIOR CIRCUIT BREAKER ...a smaller 
lug \0-\>" yours \e size and capacity circuit breaker that provides auto- 

ail matic circuit protection as effectively and efficiently 
on as any full-sized circuit breaker of equal capacity. 
etc 
ng, These small JUNIOR Circuit Breakers inter- 
ind — rupt short circuits and dangerous overloads auto- 
matically, and trip the handle to the “off” position to indicate the 
pint circuit in trouble. There's no doubtful intermediate handle position 
| of ... nothing to replace .. . no danger of shock. And to restore service, 
jo simply flip the handle back to the “on” position... just like the 
standard type AC Circuit Breakers. 
iT You'll find JUNIOR ideal for oil burner or stoker protection, 
use small residences, stores, garages, or wherever a smaller capacity 
ker circuit breaker is desired. 
ere 
ter- For more complete information about JUNIOR, see your nearest 
tub 


Representative (he’s listed in Sweet's) or... 





Desai 


Write for Bulletin No. 203 


: Frank e€dam Glectric Co. 


ST. LOUIS 13, MISSOURI 


Makers of BUSDUCT * PANELBOARDS © SWITCHBOARDS © SERVICE 
EQUIPMENT © SAFETY SWITCHES © LOAD CENTERS © QUIKHETER 


me 
: C AND DONT FORGET YOMIOR” 
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for better fluorescent lighting 
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@ When you demand and insist on Certified Ballasts in fluorescent lighting in 
fixtures—you're protecting your own best interests—as well as the users’. st 
Everyone benefits by using Certified Ballasts because they assure... th 
. 
Full lamp life Rated light output - 


Quiet operation Dependable performance for fixture life 
> 1 
Strict specifications control the building of every Certified Ballast—Electrical 
YY @ Testing Laboratories, Inc., an impartial judge, then checks and tests 


—_ them. You're surer of satisfaction with Certified Ballasts. 4 
) » 


/ ERTIFIED BALLAST MANUFACTURERS | --.. 





CERTIFIED 





_ SPEC. NO. 6 














and 
HIGH PF Makers of Certified Ballasts for Fluorescent Lighting 
eS > 
Re 2116 KEITH BLDG., CLEVELAND 15, OHIO 
ea 
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as engine 
y want most. 


And no WO 
Day-Brite h 


features Y° 
onomy of 


iciency + °° more ease and ec 
functional 


maintenance _..smarter 
f application ae 


LENOX-4. 


Greater eff 


allation and 
ded flexibility ° 


adde 
e LENOX-2 and 


urs in the versatil 

OF THE NEW LENOX “TWINS”: 
yr 40-watt lamps (LENOX-4) 
ghtness ratios --- 





inst 
styling - > ° 
they're all yo 


HIGHLIGHTS 
ps (LENOX-2) or fo 


> Two 40-watt lam 
neered for low bri 


hing fixtures engi 


in matc 
r vision. 


easier -than-eve 
on mounting - -- singly or in continuous runs: 









» Ceiling or suspensi 
steel precision built construction. 


> Rugged, rigid all- 


e complete LENOX 


d installation 
ews, 1's EASY Te SEE WHEN IT’S 


Send today for th 
story, including detaile 
formance data. 


and per 
1. M. Reg. U- S. Pat of., Patents Pending 
Day-Brite Lighting, Inc., 5405 Bulwer Avenve, St Louis 7, Mo. 
Nationally distributed through leading electrical supply houses 
in Canada: 
Address all inquiries t0 Amalgamated Electric CoP urd. 
Toronto é, Ontario 








October — 
19: sia eaita 
48—ELECTRICAL WHOLESAI 
JESALING 


N 
wv 


























VOLG 


Mile after mile, new REA lines are bring- 
ing much needed power to vital rural 
areas—and creating new demands for 
electrical installations. From outlets for 
machinery to lights for houses, barns and 
other buildings—this new development 


means more business for you. Go after 


Offices and Warehouses: Atlanta, Baltimore, Boston, Chicago, Denver, Los Angeles, Philadelphia, 


Pittsburgh, San Francisco, Seattle, Syracuse. 


Offices: Cincinnati, Cleveland, Dallas, Detroit, Kansas City, Minneapolis, New York, 





























— 
VFCA 
your share by featuring Killark REA fit- 
tings—the profitable and complete line 
of fittings for rural electrification. 


CFBS 


A few of the many popular Killark REA 
fittings are shown here. By concentrating 
on the Killark Line you are ready to sup- 
ply every REA job. 


Write for Killark’s illustrated bul- 
letin on Rural Electrification Fittings. 


Vandeventer & Easton 


SAINT LOUIS 13, 








CONCH-UTE 





( 
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‘ HAZARD SERVICE SNTRANCE cA 5S; <: “ 





Ww" types UBN and ABN Hazard Service En- 
trance Cables, black and red Okobestoprene 
Tapes are now wrapped over the individual insulated 
conductors in the place of the old style color coded 
braids. And another layer of Okobestoprene Tape is 
wrapped over the bare neutral conductor as a moisture 
seal and for additional outside protection. 

Okobestoprene Tape, a recent development of The 
Okonite Company, combines asbestos fibres with neo- 
prene. It’s unusually resistant to moisture, mildew, 
acids, alkali, weather and is flame-resistant. 

In service entrance cable use, this means there’s no 
moisture absorbing fabric to wick in water. In the 
manufacturing process, the heat of the saturating 
operation of the outside braid covering, actually seals 


 MATARD: - 


insulated wires and cables for every electrical 


ela an Bi 






these tape layers intasolid moisture-resistant sheaths. 
This new construction also provides extra flexibility 
to the cable because the Okobestoprene-sheathed con- 
ductors can twist and slide more easily within this 
flexible armor. 

A third important advantage of this new Hazard 
construction is that there is no inside saturant to 
seep out onto the bare neutral conductor. And as 
the bare conductor itself is wrapped in a layer of 
Okobestoprene Tape, it is protected from the outside 
saturant. Thus you always have a clean concentric 
conductor to work with. 

For further details see your Hazard supplier or 
write Hazard Insulated Wire Works, Division of 
The Okonite Company, Wilkes-Barre, Pa. 


ae ~ » ~ ~ 


_ 6241 






For homes, stores, offices, schools and shops 
where space is at a premium, that’s where 
the Cutler-Hammer Type MO 4 Multi- 
Breaker finds its market. Measuring ap- 
proximately 5” x 7” it provides a thermal 
trip that lags on harmless overloads and a 
magnetic trip that acts instantly on short 
circuits. It provides 4 breaker poles in 15, 
20 or 30 ampere ratings easily adaptable to 
double pole requirements. It is easy to in- 
stall and wire and is Cutler-Hammer engi- 
neered throughout. The MO 4 is available 
for surface or flush mounting. It can be used 
either as a service entrance or as a distri- 
bution unit. Feature it ... there’s a grow- 
ing market for it. CUTLER-HAMMER, 
Inc. 1327 St. Paul Ave., Milwaukee 1, 
Wisconsin. 

apm ———————E 

CUTLER-HAMMIER 

ee 

— MUM BREAKER — 


























It measures only 5x7 yet it provides thermal-magnetic 
trip, has 4 poles, is easy to install and wire 


and...it’s CUTLER-HAMMER engineered throughout... 
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Heavier loads for longer periods of time are possible with 


Z| CRESCENT VARNISHED CAMBRIC CABLE. This general- 
purpose, industrial power cable provides higher current- 

— carrying capacity for the same size of copper conductors, 
together with maximum safety and permanence. 

| Available with weatherproof braid cover for dry loca- 


tions, with a lead sheath for wet locations, or with a steel tape 





parkway armor construction (Type VCLJFJ) for burial in the 








sarth without additional protection. 


CRESCENT 


WIRE & CABLE } 
CRESCENT INSULATED WIRE & CABLE CO, 


TRENTON, N. J. 


4 
; 
' 
j 
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“fine art” 






of lighting | 
























Constellation — 2-40 and 4-40 fixtures Panelux—in four sizes—12" x 8’, 16""x8', 2'x 8’, 4'x 8’ 
with a complete line of accessories, in- — with Slimline lamps for ‘‘Panels of Light.’ 
cluding Spot-O-Light units. 


In thousands of installations across the nation the LPI Constellation—a famous nanx 
in lighting—is living up to its promises of beauty and efficiency. Singly or in continuous 
rows, surface or pendent mounted, all glass or louvered, the Constellation sets a style 
for versatile utility. 

Now the Panelux joins the Constellation as another masterpiece in the fine art of lighting 
In an all louvered, Slimline fixture, the four Panelux sizes can be used individually or 
joined together. A special hanging device allows for pendent, surface or ceiling inset 
mounting. Louvers are fire resistant fibre-board in white or pastel shades of blue, green 
pink, or yellow; metal louvers also available in low-brightness baked “Klasium”™ whit 
enamel finish 


LPI fixtures are U. L. approved and A. F. of L. 1. B. E. W. manufactured. Patents pending 
on all exclusive features. 


An LPI representative near you can tell you more about these fine fixtures. Sold nationally 
through leading electrical wholesalers. 


LIGHTING PRODUCTS, INC. 


HIGHLAND PARK, ILLINOTS 





Oct 
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ALL-STEEL EQUIPMENT Inc¢.—s00 Kensington Ave., Aurora, Illinois 
"A BOX FOR EVERY NEED” 





ee 
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: One Instead of Three- 
Perfect Alignment-Stronger, 
Lighter, Easier to Handle! 


Because these new AUSTIN Box No notching of joists is required as 







The steel channel (see cross-section 





Hangers are nailed between the with the old conventional types to illustration) provides greater strength 
joists at any desired height they can keep from bending, warping, or crack- and rigidity yet is much lighter in 
be used as Straight, Shallow Offset or ing surfacing material. weight and therefore easier to handle. 





Deep Offset Box Hangers. 
















Austin No. 2918 Telescope Type Box Hanger. Pat 
applied for Adjustable from 16 to 19-inch joist 
centers (cut hanger for spaces under 16 inches 






Austin No. 2918-A, adjustable 
from 24 to 30-inch joist centers 
Stud may be inverted as shown 





Austin No. 2919 (16'4 Inches Long No 








2919-A 22', Inches Long Universal . i 
Teese Boa Mascers. U.S.A. Licenced unde: to accommodate shallow box. 
Pat No. 2,233,334 Canadiar Pat No 
413,143 
Fle 
= clo: 


en 
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KEEP BOX HANGER INVENTORIES LOW WITH cha 
AUSTIN’S NEW SLEEVE EXTENSION PIECE! ceil 
Austin No. 2905 Offset Box Pat 
eee fee with Exten With AUSTIN’S new 12-inch Qui 
ioe Sleeve Type Box Hanger Exten- . 
we, sion Piece (No. BHX-12) you “Tt 
need stock only the standard 18- 
inch AUSTIN channel type box neti: tin a on = 
Q hangers of various designs and the Channel Box Hanger within F cay 
extension piece, to provide a maxi- ae oom . 
mum adjustment up to 28 inches. Per 
Extension piece is precision made nail 
of heavy gauge steel channel for 
extra strength, and is light in Win 
weight. Pitt 
Austin No. BHX-12, 12 inch >. 
Extension Sketch illustrating how Ex 
tension Piece slides over Box 
Hanger end 











The HU. B. Austin Company itr 
WE SELL EXCLUSIVELY NORTHBROOK, ILLINOIS ” 


THROUGH WHOLESALERS 
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PITTSBURGH REFLECTOR COMPANY INTRODUCES 
ITS NEWEST ‘‘PRESIDENTIAL’’ DESIGN..... 


1 (). 
WWE g th 


A FLUORESCENT LUMINAIRE OF 


NO BEAUTY AND DISTINCTION— 





Curved glass side-panels and flat 


In 2, 3 and 4-lamp models using 
40-watt, T-12 Fluorescent Lamps. 
bottom panel of Alba-Lite Glass. 
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igth 

> in 
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Pat 
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Flexible and functional in design, the completely glass en- ment you can meet all interior and exterior illumination 
closed A-8000-A Presidential Luminaires are outstanding in requirements. 
appearance and style and are equally adaptable to surface Pittsburgh Permaflector Equipment gives you more ‘‘saleable 
or pendant mounting, individually or in COMTIRUOUS TOW. features’; more customer satisfaction; quicker turn-over 
When surface mounted, end-to-end, the ‘“bridge-truss Why not investigate the profit possibilities inherent in this 
chassis construction of “The Grant = Series insures snug complete line? For more information contact your nearest 
ceiling fit and gives that desirable “built-in” appearance. Pittsburgh Permaflector representative, or write direct. 
Patented hinged construction of the bottom panel permits 
quick and easy maintenance. 
“The Grant” Fluorescent Luminaires are typical of the GET THE FULL STORY OF HOW 

gtees F scientifically engineered, individually styled equipment you TO ACHIEVE CUSTOM LIGHTING 


within} can offer your customer when you handle the Pittsburgh 
Permaflector line. Whether your customers require lumi- 


naires, recessed troffers, fluorescent strip, incandescent show- 


RESULTS WITH STANDARD 
EQUIPMENT 





window reflectors or other lighting equipment... with 
Pittsburgh Permaflector Fluorescent and Incandescent Equip- 


Dp; h 
, insburéh 
Permaflector 


Clear, concise and up-to- 
date — Catalog 48-F gives 
specifications, illumination 
values, descriptions, uses, 
application suggestions 
and other pertinent data 
on Pittsburgh Permaflector 





vy Ex 
r Box 


Fluorescent Equipment and 
Companion Incandescent 


if ra, Equipment. 
; Write on your letterhead 
OLIVER BUILDING - PITTSBURGH 22, PENNSYLVANIA for Catalog 48-F. 


MANUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT 


Permaflector Lighting Engineers in all Principal Cities 





PITTSBURGH PERMAFLECTOR LIGHTING EQUIPMENT IS DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 
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THE FAMOUS 
sey. es 
H INGeEOD 
FLOODLIGHT 
POLE in 24 
and 3 ft } t 
ing height: e im 
inmates haz 
ardous mh 
ing to clean 
service 


or 
floodlights 





lighter (N¢ 
column fluoresce 


can be had in 


PATENTED color scheme 


& 


REVERE PYLON 
t 
one two or three 


rich glow of light 


REVERSE 


6011 
INDOOR AND OUTDOOR LIGHTING 


























Its top area 

















Revere has lighting units for every prospect and there are prospects for 
























every Revere unit For top-of-the-line customers. you can close profit 
able sales with the new Revere Cluster Lights or tl sensatiosal new : 
Pylon-Lite an exclusive Revere design For lomr wi lighter | 
budgets, you have the ECONOMY LINE f floodlia which ean 
give you rich volume The entire Revere line is studded w 1 exclusive 
features and every unit in it has the double-barreled appeal EASY | 
B00 8 6Se TO WIRE''— "EASY TO MAINTAIN Now that the days of the 
aks # fatted calf are coming to a close and you hove to stari SW GING t 
ELIPTOR In SELL get better acquainted with your Revere Catalog It is 
gen y ve loaded with sales-ammunition that will equip you for more aggressive 


and profitable selling in the days ahead 


No 3018—CON f 
VERTIBLE _— 
Accommodates ex 
tra floods see 
cluster tight on 
left) 





OPEN and ENCLOSED * | 
FLOODS—A superior line 
in 150 to 1.000 Watt 
sizes for any type of . : 
mounting Also portable REVERE CLUST 
models ER LIGHT — 
Adapter Fitting 
? permits a _ variety 
Pe, tid of attractive com 






binations. Write 
for bulletin 


a 9452-L ALT.-4 


360-500 Watt Enclosed 
(navy type) Flood 





able wi 
Glass Concussion vibration 
impas and exposure resistant No. 4200 ENCLOSED FLOOD—750 
p fi 1.000-1.500 Watt Weatherproof easy 
h sta te service Unit has rotation feature 


with degree markings 


ge ee ome ee 


BROADWAY, CHICAGO 40, ILL. 


EQUIPMENT TO SERVE EVERY NEED 





ELECTRICAL WHOLESALING—October. 1948 

























































































- sea 
i | a: 3 . Ma = ‘ ie a ~ Ps 
| i. Jf ee ry a we s 
] ig ve 7 ’ 
iat a 
\ 
— P 
'@ \ 
a * A < i 
a ’ 
) ¥ 3 ° " 
<a * ies Fare ‘ a 
* ' | 
| ee | 
el ne a | 
- nv 
iia f Ey v= ’ 
tail ; | . 


a qfy PETER } 
: HESSE 


WE a | 
guy 


5 igs that your customers can count on in emer 
gencies . . . that’s Gold Seal! Rigid laboratory 


AL 





controlled production assures plenty of lasting 
“tack” in the friction compound . .. with every fiber 
of the top quality base cloth thoroughly impregnated. 
And you can’t beat Gold Seal for ease of handling. 
It tears easily, evenly ... and will not dry out, peal, 
ravel, or smear the hands... yet it consistently gives 
a tighter, longer-lasting bond. | 
Stock steady selling Gold Seal! It’s consistently 
advertised to your customers, in both single rolls and 
the popular 10-roll containers. Jenkins Bros., (Rub- 
ber Div.), 80 White St., New York 13, N. Y. 
3 ae so make Dia- 
| mond Seal Friction and Rubber 


Tape which meet ASTM and 


Federal Specification 


> 
i 


JENKINS 17 i Aaa ya, Dey 


| = 
FRICTION and RUBBER TAPES 
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Louver drops smoothly on two slotted 
hangers at the flick of a finger. Makes 
relamping and cleaning quick, simple and 


safe. Louver cannot drop out accidentally. 





Louver may be removed instantly, by 
simply pressing slotted hangers. Easily 
snaps back into position in a jiffy. An 
exclusive MITCHELL feature. 


i. a 


q- 40 Watt a 


guasussess 





\ 


SS 








Ideal illumination for the modern class- 


room. Provides abundant, glare-free light, 
uniformly distributed. Prevents eye-strain 
and fatigue, steps up school efficiency. 





ABET aos School Lighting Unit 



















Scientifically Engineered 
for Efficient Classroom Lighting 





== Lowest Cost! Better Light! Less Maintenance! 


Here is the Fluorescent Luminaire that brings truly economical and super-efficient lighting | 
to classrooms, libraries, public buildings and institutions. MITCHELL Model No. 303 

is scientifically designed to provide high light output with low brightness contrast, free of 
eye-tiring variations in light intensity. Features efficiently designed louver and indirectly 


illuminated sides which eliminate dark areas. 


The Model No. 3031 unit is constructed entirely of metal—has no glass shielding or 
panels to break or clean. Smooth design of all vertical surfaces on louver, sides and ends 


eliminates dirt accumulation; there are no horizontal glass surfaces to gather dust and 
dirt. An exclusive feature of the gracefully contoured louver is its special locking and 
hanging principle that greatly simplifies maintenance. Just the flick of a finger releases the 
lock, allowing the louver to slide down into an open position ontwo slotted hangers. This | 
feature prevents accidental dropping of the louver, and permits quick, simple relamping 
and cleaning. When desired, the louver may be completely removed simply by pressing 


the slotted hangers. Top reflector rails are easily removable for immersion washing 
Model No. 3031 may be flush or suspension mounted, individually or in continuous 
rows. Finished in Baked White Enamel, with Satin Aluminum decorative metal end pieces 


Uses latest E.T.L. Approved Brick Type Ballasts (High Power Factor). Dimension 





181," long, 115g” wide, 534” deep (see detailed dimensional drawing on other side of this 
sheet). Completely wired, ready to hang. Knockouts and holes are provided for eas 

mounting. For individual suspension mounting, use Double Stem Set 032ST. For cor 

tinuous row suspension mounting specify Single Stem Set O31ST (number required: ot 
more than total number of units in row ). Individually packed. Operates on 110-125 volts 


60 cycle Alternating Current. Approved by Underwriters’ Laboratory. 


First Choice in Lighting 





Mitchell Manufacturing Company 
2525 CLYBOURN AVENUE, CHICAGO 14, ILLINOIS 
In Canada: Mitchell Manufacturing Company, Ltd., Toronto, Canada 
Far West: Complete Modern Plant and Sales Office at Los Angeles 
Serves the Entire Pacific Coast Area 
19 NORTH MADISON AVENUE, LOS ANGELES 27, CALIFORNIA 












| ROM Ox ann save 


Yes, you will save both time and installation costs by asking for... and insisting 

















upon ... this new superior Rome non-metallic sheathed cable. It is "easy to work" 
and is a quality product, manufactured for safe and trouble-free electrical circuits. 
These RoFlex features assure you of the utmost in workability and dependable 
quality: 
1. The thermoplastic insulated conductors strip easily, 


leaving bright, clean copper for quick connection. The 





J insulation is highly resistant to oils, acids, moisture and 
flame . . . is permanently colored for quick and easy 


STRIPS EASILY circuit identification 





2.A spiral wrap of specially treated paper covering 
each conductor provides light-weight, durable protection 


against mechanical injury .. . yet, strips back easily. 





3. Impregnated jute fillers in each valley give the fin- 
ished cable increased longitudinal strength, and serve 


as a “rip-cord”’ for stripping the outer braid. 





4. The outer cotton braid is flame and moisture resistant. 
The uniformly small diameter saves space in outlet 
boxes and fits smaller holes. 

FLAME AND MOISTURE RESISTANT 











Again, we say, there are good reasons why you should 


Underwriters’ Approved for insist upon RoFlex. It means to you... easier stripping, 


60°C operation under the lighter weight, uniformly small diameters, cleaner hand- 


netiatasteneiniaaia iain ling, and dependable quality . . . in short, a profitable job 





for you and long-lasting satisfaction for your customer. 


REMEMBER THE NAME ROFLEX. LOOK FOR IT ON EVERY CARTON 


DEQUATE 
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Eye-Q is a new and outstanding de- 
velopment in lighting design — con- 
forming to the highest construction 
standards, with more “Plus Features” 
than any unit of its type or in its class, 
yet is unbelievably low in cost. Write 
today for full information on Eye-Q, its 
a natural for schools, stores, offices 
and institutions. 


Lo-Brite Finish Louvers — 
minimize glare, open and 
hang from either side of 
unit or can be removed 





completely. Are positively 
"snapped" into position 
without use of springs, 
screws or holding devices. 





Side reflectors swivel out 
so that inner reflecting 
surface may be washed or 
dusted very simply. 





Wide wireway for easy 
maintenance. Sliding bal- 
last peruse use of any 
type hanging stem at any 
position along the entire 
unit—whether individually 
mounted or in continu- 


ow rows LIGHTING DIVISION 


CHELSEA 50, MASSACHUSETTS 
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Central flow-line boards for 
the control of modern industrial processes 


are easy to design with C RO U a FE - Hi i \ ID a complete line 


/ of panel mounting 
‘CONDULET equipment 


for hazardous locations 
















Crouse-Hinds panel mounting 
pilot lights and switches provide 
visual indication of process stag- 
es and instant control of process- 
ing or manufacturing equipment. 
The illustrations show front and 
back views of a flow-line control 
board in a starch plant where 
combustible dust creates a Class 
II (National Electrical Code) 
hazardous location. 


CONDULETS are made only by CROUSE-HINDS 
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The pilot lights and switches Type EYS Explosion-Proof 
are dust-tight and explosion- Sealing Condulet 
proof and are designed for both 
Class I and Class II hazardous 


mee Gir Qin 
— @& 
oe GIO: 


locations. A similar control Gy 
board for use where flammable aa eterna eon 


a. Oe @ 


iD: 


gases or vapors create a Class I 
hazardous location would only 
require substitution of explosion- 
proof junction Condulets and the 
addition of explosion-proof seal- 
ing Condulets, as indicated. 









Write for additional information. Type EJB Explosion-Proot 


Junction Condulet 


CROUSE-HINDS COMPANY 


Syracuse 1, N. Y. 


‘es: Birmingham — Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit — Houston — Indianapolis — Kansas City — Los Angeles — Milwaukee — Minneapolis — New York 
Philadelphia — Pittsburgh — Portland, Ore. — San Francisco — Seattle — St. Louis — Washington Resident Representatives: Albany — Atlanta — Baltimore — Charlotte — New Orleans — Richmond, Va 
CROUSE. HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO, ONT 


CONDULETS - TRAFFIC SIGNALS - AIRPORT LIGHTING * FLOODLIGHTS — 
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@ Here’s one more reason why it pays to handle 
Republic ELECTRUNITE E.M.T.—the modern light- 
weight rigid steel wiring raceway that’s sold only 
through ELECTRUNITE Distributors. 

Standard quantity shipping cartons for ELECTRU- 
NITE E.M.T. Benders simplify your ordering and 
stocking problems ... enable you to take accurate 
stock inventories at any time. Attractive labeling of 
each carton makes them profitable self-merchandisers 
when displayed within sight of the counter. 
Remember: ELECTRUNITE is the preferred E.M.T. 
with contractors, electricians and industrial main- 
tenance men . . . ELECTRUNITE backs your sales 
efforts with effective advertising and promotion 
materials. Any way you look at it—iét pays to be 
an ELECTRUNITE Distributor. 


REPUBLIC STEEL CORPORATION 


STEEL AND TUBES DIVISION e CLEVELAND 8, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 


CTRUN 













LIGHTWEIGHT THREAODLES S RiGtiob STEEL RACEWAY 
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Introduction of this colorful, decorative lighting treatment is bringing an unprecedented volume 
of inquiries from potential lighting customers. You can cash in on this interest mow for Federal 
Cell-Ceil is available for any size job 

The simple sturdy hanging mechanism for Cell-Ceil makes installation easy for the contractor 
—gives the lighting customer quick results. It’s easier to sell Cell-Ceil, for quick completion of 
jobs can be assured. 

Cell-Ceil is available in harmonious decorator colors. Made of Acme Galva-Bond Steel**, the 


we 


* 
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sections cannot warp. Cell-Ceil sections match perfectly .. . hide ceiling pipes— sprinkler heads-- J 
ventilating ducts... yet provide easy access for relamping and cleaning. y 
Architects, designers, and building interests are being told about Cell-Ceil every month in: 4 
Architectural Forum Progressive Architecture P 

Architectural Record Interiors 


If you have not received the Cell-Ceil Technical Bulletin on installation techniques, mail the 
coupon today for your copy. 





*Trade Mark ‘‘Cell-Ceil’’ applied for. 
**T.R. Acme Steel Co. 





COUPON 


Dept. CCT-5 
Federal Enterprises, Ine 


8700 S. State St., Chicago 19, III 
FEDERAL ENTERPRISES, INC. (seeei ee 
FORMERLY: FEDERAL ELECTRIC COMPANY, Inc. oni POSITION 
8700 SOUTH STATE ST. - CHICAGO 19, ILLINOIS ADDRESS 


CITY 





ZONE 





STATE 
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SEAL —TERMINATE—INSPECT 
without disturbing other equipment 


Use QZ. J Terminators 


The special collapsible design feature of O.Z. “J” Terminators 


San 
gre 


e 
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saves time and effort in electrical installations . . . reduces main- 
tenance costs. Here’s how the “J” Terminator saves you money: 





@ Efficiently seals and terminates conduits and cables out- 
side cabinets. 


@ Permits subsequent inspections or current checks without 
circuit interruption by merely dropping sleeve. 


@ Serves as pulling and splicing chamber. 


® Collapsible feature permits terminating conduit at en- 
closure, or terminating conduit and then continuing run. 
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“J Terminator in con- 
duit to conduit run. 




























“J'' Terminator in 
the open position. 


Final installation with ‘‘J” 
Terminator tied into box by 
chase nipple, furnished with 
the fitting. 






In addition to the “J”, O.Z. makes a complete line of terminating 
potheads, compound bushings and sealing bushings for lead and 
rubber-covered, braided, and armored cables. With these designs, 
it is possible to meet all industrial requirements. 


When special equipment is needed, our engineering department 
is prepared to cooperate with you. Write O.Z.’s Service Manager 
now, for a detailed catalog of electrical fittings. 


TYPE ““CLC’’ TERMINATING POTHEAD. 
A compact terminator designed for 
lead-covered cable. It seals the cable THEY'RE O.K. lF THEY'RE 0. 2.3 
and grounds the lead sheath. Body of 
fitting screws directly on the condvit. 








CONDUIT FITTINGS - CAST IRON BOXES - SOLDERLESS CONNECTORS 
CABLE TERMINATORS - GROUNDING DEVICES - POWER CONNECTORS 


262 BOND STREET BROOKLYN 2,N.Y GD 4286 
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this SHIELD means greater seeing comfort! 






provides 


with conventional 13 


” 
we 





exclusive “Lok-Lateh” Fasteners 
. lock or unlock reflector with 
just a quarter turn of the fingers 
no tools required no 
interference with wires or controls 


” ger WEW 


nary 





exclusive “Springlox” 
Safety Type Lampholders 
Lamps are installed quickly, 
without difficulty in positioning 


prongs .. . will not drop out. 
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longitudinal shield between lamps 


of 27 degrees, as compared 


Glide 
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| PLANNED 
LIGHTING 
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Benjamin's exclusive 


crosswise shielding angle 


a" 


itl <7 - 


e*eeeeecs$e@e%#ec§uoeee#@e¢€e8etee#?eetee#e 


e*e0aee29#e2ee8es 






























<9" 
of 











“Shield-Flo 40” 


27° 


Conventional 


13° 





the ANSWER to the latest trend in 
FACTORY FLUORESCENT LIGHTING! 


This most modern method of lighting fac- 
tories and other work places provides not 
only the higher lighting levels so essential to 
efficient production, but also that increased 
and excessive bright- 
entitled. 


protection from glare 
ness to which employees are 


The additional brightness and glare control 
afforded by the exclusive longitudinal shield 
in “SHIELD-FLO 40” Units marks a distinct 
advancement in the trend toward more com- 
fortable seeing conditions. This shield helps 
to control the brightness of the lighting 
installation by increasing the shielding of the 
lamp without materially sacrificing the effec- 
tive illumination obtained on the horizontal 


and vertical working surfaces. 


6m" Ow 


R-2994S 


WHOLESALING 


This white mat longitudinal shield and many 
other features of design and construction— 
such as approved RLM reflector contour and 
the high reflection and diffusion factors of 
Life-Time Porcelain Enamel— 
make possible the attainment of high light 
levels with greater seeing comfort. Embodied 


Benjamin 


also in these advanced lighting units are 
such features as the exclusive Benjamin 
“Springlox” and “Lok-Latch” constructions, 
which facilitate re-lamping and maintenance, 
thus cutting cost and encouraging periodic 
attention and cleaning. 

WRITE for DATA BULLETIN AD-5428 on BENJAMIN 
“SHIELD-FLO 40" Units. Address: Benjamin 
Electric Mfg. Co., Dept. GG, Des Plaines, Ill. 





Distributed Exclusively Through Electrical Wholesalers 





Your industrial customers must improve processing 
efficiency to stay ‘‘out of the red’’ these days. That 
calls for a minimum of shut-downs. Inside-the-plant 
power failures can’t be tolerated. Realization of this 
fact has boosted sales of AmerTran Oil-Immersed 
Distribution Transformers. 





These transformers are noted for enduring service with 
minimum maintenance. Today’s AmerTrans are the 
product of almost 50 years of specialization in the 
manufacture of high quality transformers. 


Your customers know the AmerTran reputation. That 
offers you an opportunity to add healthy stimulation 
to your transformer business through profitable sales 
of AmerTran Oil-Immersed Distribution Transformers. 


AmerTran Distribution Transformers 
meet all requirements of A.I.E.E., 
A.S.A., E.E.I., and N.E.M.A. 





AmerTran Pocket-Type 
High Voltage Distribution 
Transformer—50 KVA— 
5 KV class. 





AmerTran Cover-Type 
High Voltage Distribution 
Transformer—10 KVA— 


— | E RIRAN 


mec.u 6 orr 


AMERICAN TRANSFORMER COMPANY MANUFACTURING SINCE 1901 AT NEWARK, N J ME 
178 Emmet Street Newark 5, N. ). Pioneer Manufacturers of Transformers, Reactors and RAM 


Rectifiers for Electronics and Power Transmission 
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tapes for cleaner Jons: 


More wholesalers prefer 
ACCURATE Tapes because more 
electrical contractors use them! 


You're right every time when you stock ACCU- 
RATE Tapes. The fact that the Blue and Red box 
is a familiar sight on electrical jobs everywhere 
is proof enough of their year in, year out con- 
sistently good quality. 

Remember, every box you sell your customers 
is fresh .. . ready to do a clean, fast job with no 
loose ends or threads showing. Yes, you're right 
when your recommendation is ACCURATE . 
because Accurate means correct! 

Stock up today — ACCURATE Tapes are 
being asked for by name in greater quantities 
than ever before. Accurate Mfg. Company, Gen- 
eral Offices & Plant: Garfield, New Jersey. 
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NE over A QUARTER CENTURY OF TAPE SPECIALIZATION 
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: im MOE LIGHT packaging plan is a 
good “dollars and cents” reason for 
selling the profitable Moe Light line of 


residential fixtures and lamps. 
Every Moe Light comes individually 
packaged — and it’s complete in that 
Net package. There’s no need to open 
x several bulk shipments of parts, assemble 
ke them, and re-wrap them before you can 
I deliver an order. When a Moe Light 
" 


stock order comes in, you simply shelve 


~~» 
om it. When it’s sold, you deliver it factory- 
~ fresh in the same sturdy carton that 







came to you. All un- 
necessary handling, 


time, labor, and ma- 


The profitable Moe Light line 
— gives pa a complete se- 
lection of beautiful residen- 
tial fixtures, and many plug- 
in specialties (such as the Bed 
aod Wall Lamp illustrated) 
with volume sales-appeal. 
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LMOE BROTHERS | > 


INNO ons Satay 
co 
See tenn pais. 


The Packaged line 


Designed to please, styled to sell 
...easy to handle and ship as well 


terials are eliminated. And that’s a 
“dollars and cents” reason for selling 


Moe Light if there ever was one. 


Each package is labelled clearly, with 
giant-size catalog numbers for easy 
reading, plus the descriptive name and 
actual illustrations of the Moe Light. 
This is a welcome work-saver that means 


time and money in any stock room. 


It pays to push a line that sells a 
profitable volume — and does nor eat 
away at that profit with handling costs. 
Stock and sell Moe Light — for profits 
that stay in your pocket. Write for 


catalog and prices today. 


MOE BROTHE RS 


tes are A 
one nee WOR. Wt Seiy 
nit 


Lanuffa clu 2ASLG Company 


ATKINSON ° wes¢e@asina 
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All B-M Fittings Carry the 
Underwriters’ Seal of Approval 


OR faster. neater and stronaer thin wall conduit connections insist on METHOD 
either Briegel Indenter or Briegel Twiston Self-threading type all steel, 

one piece connectors and couplings 

B-M Indenter fittings, the only approved couplings and connectors of TOOL 

this type, have long enjoyed wider use and application than any other 

method of installing E.M.T 

The new B-M Twiston Self-threading fittings now make it possible to C0 

have threaded, raintight E.M.T. connections without the use of dies. . 


Two complete turns with a pair of pliers threads the tubing and screws 
the fittings into a locked position, which results in the strongest connec- 
tion possible and one that will withstand severe vibration. GALVA, ILLINOIS 
Whatever the thin wall job might be, you will find that you can do it 
neater, faster and better with Briegel UL Approved E.M.T. fittings. 


NEATER e FASTER ¢ STRONGER * APPROVED 





Th DISTRIBUTED BY 
¢ M.B. Austin Co., Northbrook, ill. Clifton Conduit Co., Jersey City, N.J. The Steelduct Co., Youngstown, Ohio Nat. Enameling & Mfg. Co., Pittsburgh 
Cleyton Mark & Co., Evanston, Ill. Gen. Electric Co., Bridgeport, Conn. Enameled Metals, Pittsburgh, Penn. Kondu Mfg. Co., Ltd., Preston, Ontario 
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DUPLEX 


RECEPTACLES 


omplete Line 
or General 





























Installations 


No. 9260 — the mew Back-Wired Duplex Convenience 
Outlet — can be side-wired too but the back- wiring 
feature makes easier, more secure installation. Built-in 
stripping guide assures correct stripping, eliminates ex- 
posed wire. Individual terminal clamps hold wires with 
a no-slip grip. Strong plastic base (No. 9260, brown; 
No. 9260-I, white Ivorylite), with double T-slots. Double 
side-contacts with large recessed binding screws ample 
tor No. 10 wire; washer-type plaster ears. Altogether 


new “high” in receptacles. 


No. 1913-1 — Duplex Convenience Outlet of white Ivory 
lite, with 4 binding screws for side-wiring only. T-slots 
and wide plaster ears. Long-proved a most dependable 
receptacle for high-grade residential wiring. (For brown 


plastic base, specify No. 1913.) 


No. 400-1 — New intermediate-grade Convenience Outlet, 
sturdily built, entirely encased in molded white Ivorylite 
Double side-contacts with 4 contact screws ample for 
No. 10 wire. Parallel slots with guiding grooves for eas) 
plug insertion; wide plaster ears. Meets REA and Federal 


specifications. (For brown plastic base, specify No. 400 


No. 401 — Same receptacle body as No. 400 but fur 


nished with metal outlet box cover for 315" or 4” boxes 


tor basement work, private garages etc. 
DISTRIBUTED THROUGH ELECTRICAL WHOLESALERS 


HART & HEGEMAN DIVISION 


THE ARROW-HART & HEGEMAN ELECTRIC COMPANY, HARTFORD 6, CONN., U.S.A. 
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Angles on Business Very often the many re- 
ports that come across our desk regularly will fall into 
an obvious pattern from which sound conclusions can 
be drawn. Then again the whole thing looks like a 
crazy quilt or—as is the case right now—a_ pattern 
seems in the making but as yet is not strong enough 
for obvious conclusions so—you draw your own. 

We read that in July factory pay soared some more 
with the factory workers taking home an average of 
$52.96 in their pay envelopes—a new high record. 

Employment during August made a new high rec 
ord with 61,245,000 persons gainfully emploved—1! 
millions more than a vear ago—and it is reported by 
BUSINESS WEEK that in the skilled and semi 
skilled categories a shortage of labor still exists 

There are lower prices in the offing and in some 
lines the downward trend has continued over a long 
enough period to indicate that prices are not going to 
slump suddenly but rather work down in orderly 
fashion \Ithough most building materials are 
higher, prices on certain grades of lumber and some 
few building accessories are softening. Wool has 
worked down from $2 to $1.70 per pound within two 
months 

Crops in 1948 are the biggest in history and the 3 
billion bushels of corn; 1.3 billion bushels of wheat 
and 15.2 million bales of cotton have created a serious 
storage problem that is stumping the experts, while 
the farmers are watching prices and planning how 
they are going to spend their shekels, the total farm 
income from all sources being expected to match 
that $30 billion record scored in 1947 

Construction continues to roll along great guns with 
contract awards for the first 6 months of 1948 top 
ping 1947 by over 42 percent. However, ENGI 
NEERING NEWS-RECORD reports that hardening 


f the money market and high prices are causing 


( 


some postponements. 

Speculation on price trends is stimulated by compar 
ison of prices in Sears, Roebuck & Co.'s 1948 mid 
season fall catalog with those shown in the 1947 issue 
The goods on which price cuts were features included 
fractional horsepower electric motors, electric water 
heaters, tools, implements, towels, shirts, some wear 
ing apparel, mattresses, rugs and overstuffed furniture 

Houses started in the first seven months of 1948 
totaled 556,300 units, equal to a gain of 27.5 per cent 
over the same period of 1947 and 118,500 units 
greater than the number completed in 1946 
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The 40 Millionth Customer of the electri 
power-generating industry came on the line some 
tine between Sept. Sth and 15th, reports lrnest R 
\cker, President of the Edison Llectric Institut 

Just in the first six months of 1948 there were 1, 
123,000 new customers connected to power lines witl 
1,015,000 of that total rural and urban. residential 
users. And—-according to U. S. Census estimates, 
of the total of 39,750,000 family dwellings occupied 
in the United States at the end of 1947 about 97 per 
cent now have electricity available. 

Of the 40,000,000 customers taking electric sei 
vice, about 32,900,000, or over 82 percent of the total, 
are customers of the business-managed electric com 
panies. The remaining 7,100,000, about 18 per cent, 
are customers of government agencies of various types 

But, Mr. Acker points out that although saturation 
in this field seems close at hand, “new construction of 
homes and continued population growth will provide 
continuous increases in the number of customers during 
the coming years.” 

May we add, that saturation of the appliance mai 
ket is a long ways off and that there will be no satura 
tion in the way of adequately wired homes and 
farms, stores and factories, hospitals and institutions, 
and schools for many decades 

Yes in this, our electrical industry, when customers 
vet connected up to power lines the real sales job 
has just started 

* 
Television vs. Radio — Vhree years after the 
end of World War II history once more repeats itself, 
in that production and sales of television sets are as 
suming relative boom proportions after approximately 
the same span of time as did the sales of radio sets 
after World War I 

From a production of 30,000 television sets in 
January 1948 the monthly output has more than 
doubled and hit 64,953 sets in \ugust ; 400,000 sets 
were made in the first eight months of 1948 and it is 
not improbable that the total for the vear may hit 
700,000,—-an imposing number indeed. Such phenome 
nal rise, of course, has been achieved only because 
television is the product of an already established 
industry 

There are no figures available on the output oi 
radio sets in 1921 three years after the end of World 


War I—because then there was no radio industry 


hbut—it is a safe guess that the number of sets put 
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Two plastic wires may look as alike as two burn ...is impervious to acids, oils and al 

peas in a pod—but that doesn’t mean they — kalies. For quick, trouble-free installation, 

will act alike—through the vears. Densheath offers great resistance to abra 
The compounding of plastics is most es- sion ...smooth, slick finish with no braid... 

sential—just as in the case of rubber insu- easy fishing and clean stripping. 

lated wire. The Anaconda Plastic Laboratory is con- 
That's why it pays to buy a make of stantly at work to better existing insula- 

plastic wire you can depend upon. tions. It is there for you to use, too. And an 
You can’t go wrong by specifying Den- — entire Anaconda plant with the latest in 

sheath’. This plastic insulation was_ pio- equipment is ready to give you the best in 

neered by Anaconda 1.3 years ago. This re service as well as product. 

markable insulation is long-aging ... won't Re 


FOR PLASTIC INSULATION, MAKE ANACONDA HEADQUARTERS 


AnagonnA 


Anaconda BJ) 35) 24 f J) eee" 


Anaconda Wire & Cable Company, 25 Broadway, New York 4, N. Y. 
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IT TAKES TIME TO TELL THE DIFFERENCE 
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together ran into millions 

We say “put together” because that’s exactly what 
ve mean—-put together in homes, garages, cellars, 
othces, school rooms, by boys, students, professors, 
bankers, clerks, and men in every walk of life. Public 
interest was at fever heat, and the boom we referred 
t0 was not in the sale of sets but in the sale of parts 
with which to put sets together. 

Magnet and aerial wire, condensers, crystals, insu 
ators and all other things that could be used in assem 
bling a radio set were at premium. Pasteboard tubing 
for making condensers couldn't be turned out fast 


enough. “Earphones” were not only expensive but 
so scarce that hundreds of amateur set builders turned 
thief and cut the earphones from public telephones 
We recall more than once stepping into a booth to 
phone and finding only a short piece of cord dangling 
where the receiver had been—in one case three tele- 
phone receivers had been stolen out of a bank of four 
booths. \nd the joke is that those receivers were 
useless for radio reception. 

How the radio industry has progressed during the 
intervening years is a matter of history and the fine 
record it is making in “putting television on the map” 
augurs well for its future. We regret only that aside 
from the boom development, history is repeating itself 
n another way. 

With the public eager to buy and production making 
new records daily the price-cutting fraternity already 
is at work chiseling, and giving away part of the 
profits that sound business practices have established 
as fair compensation for merchandising sales and ser 
vice. We see television sets made by reputable manu 
facturers advertised at substantial reductions, repre 
senting cuts of 20 to 30 percent below list price. 

If such practices are not stopped, history will re 
peat itself in one other respect—with an epidemic of 
bankruptcies and failures such as followed the radio 
hoom of the nineteen twenties 


Some people never learn 


Basing Points and Steel As the U.S. Su 
preme Court convenes for its new term October 4th, 
the business world is looking forward with some 
inxiety to more decisions that may have far-reaching 
repercussions. 


Meanwhile the competitive battle that was started 
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with the basing point decision is growing hotter and 
there are signs that the effect of that decision may 
finally prove to have been the opposite of what was 
intended—higher instead of lower prices 

As a case-in-point: Harry L. Ehrlicher, General 


Klectric’s vice president in charge of purchasing and 
traffic, has stated that “the recent change-over from the 
‘basing point’ system of pricing steel, together with 
the increased freight costs and the price increases 
recently announced by steel manufacturers, have added 
an estimated $8,000,000 to the General Electric’s 
annual steel bill.” 


Mr. Ehrlicher also is consultant to the f 


Bureau ¢ 
Federal Supply as an advisor on the purchase of 
critical materials for stockpiling purposes and he esti 
mated “that the supply of some metals, notably alum 
num and steel, will not become adequate for several 


years. 
a” 
Don’t Fail To Vote 


cious privileges that accrue to every citizen of the 
United States of 


most is that of having the right to cast a vote—— in 


\mong the many pre 


\merica, the one he should cherish 


elections and not 


merely casting a vote but doing so as his conscience 


local, county, state and national 


may dictate, and without fear of pressures, threats, 


reprisals or other intluences. There are few places 


left on the face of this troubled pla et. where that com 
plete freedom to vote exists today 
Not to exercise 


that privilege regularly and con 
scientiously is not just a deplorable neglect, but 
unphes a willingness to hand the reins of government 
over to any individual, chque or group that 1s making 
of our citizens fail in 


a bid for control If enoug! 


their dutv toward themselves, their fanmulies and then 


country and neglect to vote, almost anything can 
happen and happen here 
Evidence abounds all around us that many forces, 


hacked by unlimited funds and spurred by tvrants 
are working day and night, relentlessly, to gain con 
trol of our government and our institutions, by fan 
means or foul. 

(sod forbid that thev will eve 


cecomplisl then 


purpose, but if that should happen much of the 
blame must be placed at the door of the citizens who 
fail to exercise their right to vote 

\ } . ) 


(set out and cast your vote on Novembs }O48 
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ARE ALWAYS RIGHT 


THE BEST WIRE OR CABLE for a job?... come up. You'll find this technical assistance a 


trouble to be ironed out? See that your customers profitable sales help... always available, a de- 
are always right, by calling in your Roebling pendable builder of customer good-will, and 
Field Man. His knowledge and experience making it easier for you to book additional orders 
afford ready answers to wire and cable questions for Roebling products. 

... he’s a trouble-shooter who shoots business 


your way. JOHN A. ROEBLING’S SONS COMPANY 


As a Roebling electrical wholesaler, cash in on yaenepone 2. senw suneey 


this service whenever questions and problems 


Branches and Warehouses in Principal Cities 


Active sales and service cooperation, however, is only one part of 
the Roebling program to help you win more business. The program 


is four-fold and gives you these other outstanding advantages: 


A COMPLETE LINE .... more than 60 types of wire and cable for every pur- 


pose ...all made to Roebling standards for long life and top performance. 


AGGRESSIVE ADVERTISING in business and industrial papers . . . page 


and double-page color messages that reach your market fully and effectively . . . direct 
mail literature describing specific types of wire and cable. 


BRANCH WAREHOUSES strategically located and fully stocked to help you 


assure prompt, efficient delivery service. 


* WIRE ROPE AND STRAND *& FITTINGS * SLINGS 
* SUSPENSION BRIDGES AND CABLES *% AIRCORD. ie) 34 ae 
AIRCORD TERMINALS AND AIR CONTROLS * AERIAL WIRE 
ROPE SYSTEMS * ELECTRICAL WIRE AND CABLE 

* SKI LIFTS * HARD, ANNEALED OR TEMPERED 

HIGH AND LOW CARBON FINE AND SPECIALTY WIRE, 0 0 E : 
FLAT WIRE, COLD ROLLED STRIP AND 4 CENTURY F C NFIDENC JR 
o 


COLD ROLLED SPRING STEEL * SCREEN, HARDWARE 
AND INDUSTRIAL WIRE CLOTH * LAWN MOWERS 
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Ballast 








if it’s A Jefferson 


YOU JUST KNOW 
























best suited for ballast construc- 
tion are used. And you can de- 
pend on competently staffed 
chemical and research labora- 
tories to keep continuous check 


on all materials and processes. 


Jefferson Ballasts are con- 
structed to give long-life per- 
formance with minimum main- 
‘tenance. All materials used are 
of a selected high quality de- 
termined by the Jefferson 
Research Laboratory. All raw 
materials—insulating, copper 
wire, electrical steel receive 
frequent tests to guard and 
maintain Jefferson standards. 
In addition, chemical engineers 
personally supervise all vac- 
uum impregnation, moisture 
proofing compounds and heat 
treatments, These precautions 
plus the liberal design and un- 
excelled workmanship assure 
efficient and maximum ballast 
service. 





IT’S GOOD 


e There’s no wondering HOW it’s made or 
WHERE when you specify Jefferson Ballasts. 
You know that every production detajl is han- 
dled completely in Jefferson’s modern plant. 


You are also sure that only the raw materials 





Hundreds of Thousands 


Jefferson Ballasts Are in Use 


You can have unquestioning confidence in the ballast that 
is being used so widely throughout the world. If you 
demand a ballast with the proper electrical characteris- 
tics for maximum light output, one that will live up to 
the high standards of your own product, call for Jefter- 


son, for “If It’s A Jefferson Ballast, YOU JUST KNOW 


IT’S GOOD!” 


JEFFERSON ELECTRIC COMPANY 
Bellwood, Illinois 


In Canada: 
Canadian Jefferson Electric Co., Ltd., 
384 Pape Avenue, Toronto, Ontario 


BALLASTS 


ELECTRICAL WHOLESALING—October, 





















a 





















Pero te UU LULL ae ake ans “aot “Cs ed yas co 








Electrical Wholesalers’ 
BUSINESS INDEX 
INVENTORIES 


SALES 


We 
Li 


— 650 —— 


otis 


on 
o 
Oo 


w 
wn 
oO 





w 
o 
Oo 





= 
w 
Oo 





Bes 
Oo 
So 


w 
uw 
Oo 


w 
Oo 
o 


nN 
wn 
oOo 





Lad 
o 
o 


Pe TTTTT TTT 
a 
fom) 


ide 


——— 
tm] 
cS 








mparisons of performance 





1948—ELECTRICAL 


»>hgures we use as 


1 


sus of the U.S. Dept 









ae RR ee Oe ie ee ce Fe OS TERAATERT AU TEECTTY Se Accel ida 


Piulu 








nl 





1939 
AVERAGE 


sitciniteiaatiniaianintainintaeaee 
MONTHLY 


INVENTORIES 


1 - 1 
DasisS tor these 
the electrical 


ling field are collected and compiled by the Bureau 


t Commet 


WHOLESALING 









WITH WHOLESALERS SALESMAN 





changed only shght 





Business Index 
For the Month of July 1948 


July sales of electrical goods wholesalers 
ly trom June and continued at a 
level somewhat above the 1947 rate. Returns from 611 
houses indicated July sales as being off 1 percent from 
the preceding month but were up 11] percent over the 
month of July 1947 

The July panel from) whi these figures were re 
ceived included 394 full-line wholesalers, 126 wiring 


supplies-construction materials distributors and 91 ap 
phances specialties houses with total iles reported Ol 


$119,122,000 


Compared with June 1948 tull wholesalers re 
ported no change in sales rates for | 
On the same comparative basis, however, wiring sup 


plies-construction materials distributors and appliances 
specialties wholesalers reported sales as off 2 percent 


and & percent, respectively 


iventories measured at cost remained 

at the same level as for March through June of this 

VCdl Stocks, valued 11) dollars, VeETEe 21. percent above 
July 1947, however 

full-line wholesalers and wiring supplies-construc 


tion materials distributors reported no change trom 


June 1948, but) apphances-specialties | wholesalers 
showed a decrease of 1 percent. Compared with the 
same month, one year ago, full-line houses reported a 
22) percent increase in inventories, wiring supplies 


construction materials distributors an increase of & per 
cent and apphances-specialties distributors an imerease 


t 18 percent 


ln terms of weeks supply of mierchandise on hand, 
end-of-July iventories represented 7 weeks of busi 
ness at the current sales rate ndex has been 
steady at the seven weeks level fo1 everal months 


Due to the curtailments of the current 
statistical reports of the Bureau of the Census, an 
nounced by the Secretary of Commerce on July 1, the 
credits and collection portion of the Business Index is 


heing discontinued 





a | 
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BullDog’s Field Engineers welcome the an outstanding electrical distribution 
opportunity of discussing layouts with layout ... and mean savings in instal- 
Electrical Wholesalers and Contractors lation and maintenance costs. as well 

the early planning stages of a build- as highest efficiency and reliability in 
ing project. Their special knowledge actual installation. Why not take advan- 
and experience frequently contribute to tage of this preplanning service? 








Actual installation photograph, showing Industrial Trolleys with 
tap-off outlets in boxes feeding motors on a moving test line. 
BullDog manufactures Vacu-Break Safety Switches © SafToFuse 
Panelboards * Superba and Rocker Type Lighting Panels * Switch- 
boards * Circuit Master Breakers * “‘Lo-X"’ Feeder BUStribution 
DUCT © “Plug-In” Type BUStribution DUCT © Universal Trol-E-Duct 
for flexible lighting ©* Industrial Trol-E-Duct for power tools, 
cranes, hoists, 
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OWER goes right along with portable 

tools, cranes, hoists and similar 

moving loads when BullDog Industrial 
Trol-E-Duct is on the job. 

It’s an electrical feeder system packed 
with so many consumer advantages 
it practically tells its own story. Long- 
time service keeps it sold after instal- 
lation enhances your prestige as 
a wholesaler. 

You'll find it easy to sell Industrial 
Trol-E-Duct when you tell the story of 
prefabrication or standardized, 
functional design engineered to meet 
the challenge of change in modern 
industrial plants, where assembly lay- 
outs are being constantly revised. 


How it’s designed 


Construction of BullDog Industrial 
Trol-E-Duct is simple. Bus bars are 
mounted inside a slotted steel duct. 
Movable trolleys inserted in the duct 
collect current anywhere along the line. 

Lengthy, entangling extension cords 
are eliminated by Industrial Trol-E- 
Duct. It’s a system of complete flexi- 
bility, safer than old-type, fixed-outlet 
arrangements. 

Remarkable ease of assembly does 


away with installation headaches. The 
standard-length, 10-foot duct sections 
can be quickly joined to form runs of 
any length. Standard hangers make 
mounting easy. 


Mention all these good points to plant 
engineers and maintenance men. They 
will be glad to learn how flexible, safe 
and efficient Industrial Trol-E-Duct is. 
New requirements can be met by add- 
ing duct sections or trolleys at any time. 


And don’t forget safety 
What about safety? Industrial Trol-E- 
Duct with its steel-enclosed bus bars 
protects personnel from accidental con- 
tact with current-carrying parts 
excellent insurance against injury to 
men and machines. 

Recommend BullDog Industrial Trol- 
E-Duct. BullDog performance will sell 
you for vears to come. 


In 11 leading trade publications that 
reach 316,931 prospects, the story of 
BullDog Industrial Trol-E-Duct is being 
told through an advertisement similar 
to this one. Illustrations are the same, 
but the copy is changed to point out 
what Industrial Trol-E-Duct does for 
the user. 


BULLDOG ELECTRIC PRODUCTS COMPANY 


DETROIT 32, MICHIGAN 


FIELD OFFICES 


IN ALL PRINCIPAL CITIES 


IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


This slot does the job. Through it, 
BullDog Trol-E-Duct blankets 
your plant with power, 


Industrial 


HEADQUARTERS FOR 


WHOLESALING 


ELECTRICAL 


} 


; 
i 


DISTRIBUTION 


57 











2 am 





NEBRASK, 


| COLORADO ah 


KANSAS 


ARIZ <n es See 
\ ONA [NEW MEXICO OKLAHOMA ARK 


TEXAS 


a) 











Electrical Wholesaling BUSINESS INDEX 


TT 





















REGIONAL ANALYSIS 


CYXONSIDERED regionally, all classes of houses com 
{ ‘bined, sales were up compared with July 1947 m 
each of the regions except New England he in 
CTreases ranged from 7 percent in the North Central 
divisions to 23 percent im the Pacific division and 24 
percent in the Mountain division 

Compared with June 1948 sales were off in 6 regions, 


up shehtly 11) 2 


and the Inghest of 10 percent was re 
ported by the Pacific division 

Regionally inventories closely followed the nationa 
iverage with the Middle Atlantic and Pacific divisions 
reporting decreases. as compared with June 1948, of 1 
percent and 4+ percent respectively, while the highest 
increase of 2 percent was reported by the East North 
Central division 

In terms of weeks supply of inventory, regional reé 
ports showed that thre highest al the end of hurl, Was 
New [england with 8.1 weeks supply and the lowest of 


6.6 weeks supply Was reported ly the least Nortl Cen 


ral division (ther divisions approximated the na 
tional average of 7 weeks, which compares with 64 
weeks supply for July 1947 and 6.3 weeks for July 
1939 






JULY, 1948 


Figures in this table apply to the geographic divisions 
as outlined and numbered in color on map above. 


tint) ~ Wwe ee. 














SALES INVENTORIES 
July 1948 July 1948 
Compared in °, with wodinn Compared in °/, with 
June July Region June July 
1948 1947 (SeeMap) 1948 1947 
a — | 0 +23 
— +9 2 —| +29 
— 2 + 6 3 +2 +20 
— 6 + 6 4 +2 +30 
2 +9 5 + +19 
— | +18 6 +1 +29 
+ 2 +20 7 0 +33 
im 422 2 anil 422 

0 +14 9 —| + 8 
























STATES COMPRISING GEOGRAPHK DIVISIONS 
REGION 1—Maine, N. Hamp., Vt., Mass., Conn.; REGION 
2—N. Y., N. J., Penn.; REGION 3—Ohio, Ind., Ill.. Mich 
Wis REGION 4—Minn., Iowa, Mo.. N. Dak. Nebr.. Kans 





Mex., Ariz.. Utah, Nev 


REGION 5—Del., Md. D. of C, Va. N. C. S. C., Ga., 
Fla.; REGION 6—Ky., Tenn., Ala., Miss.; REGION 7—Ark., 
La., Okla.., Tex : REGION 8 Ment.., Idaho, W vo.. ( olo., N 
REGION 9-—-Wash., Ore., Calif 
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APPLETON 
Te) liar 
‘Y KEEP PACE WITH 
7, ELECTRICAL 
Pe PROGRESS 











For nearly fifty years, each new development in the electrical wiring 
industry has been faithfully and promptly reflected in the complete 
Appleton Line. 

This famous line of electrical fittings includes outlet and switch 
boxes, clamps, couplings, connectors—every fitting for every modern 
wiring job. 

Your customers save time on the job, and build for permanence, 
when you sell them Appleton material . . . the correct fitting for 
every turn and terminal, precision-made for superior workmanship. 

Products of Appleton’s own foundries and fabricating plants, 


Appleton fittings are models of skilful engineering and superior 
design. All are of the same uncompromising high quality. All are 
“STANDARD FOR BETTER WIRING.” 


SOLD THROUGH ELECTRICAL WHOLESALERS SEND TODAY 


APPLETON ELECTRIC COMPANY Big Appleton Catalog, illustrating 


1734 WELLINGTON AVENUE + CHICAGO 13, ULINoIs 294 describing more than 15,000 
types and sizes of wiring equip- 


Branch Offices: NEW YORK, 50 Church St. + DETROIT, 3049 E.Grand ment, gladly sent FREE, on request, 
Bivd. » CLEVELAND, 1836 Euclid Avenue * SAN FRANCISCO, 655 to any user of such material. 
Minna St. « ST. LOUIS, 420 Frisco Bldg. * LOS ANGELES, 100 N. 

Santa Fe Avenue « ATLANTA, 724 Boulevard N.E. « BIRMINGHAM, 

429 Brown Marx Bidg. * MINNEAPOLIS, 305 Fifth St.S. «© PITTS- 

BURGH, 414 Bessemer Bidg. © BALTIMORE, 100 East Pleasant St. « 

BOSTON, 10 High Street + DENVER, 1509 Seventeenth Street «+ 

PHILADELPHIA, 1017 Cherry Street 

Resident Representatives: Cincinnati, Dallas, Kansas City, Milwaukee, 

New Haven, New Orleans, Seattle « Export Representatives: Inter- 

national Standard Electric Corp., 67 Broad St., New York 4, N. Y. 


APPLETON 


NDUIT FITTINGS « LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES + EXPLOSION-PROOF FITTINGS + REELITES 
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* he footage meter illustrated tells the operator automatically the 


guaranteed 


rootade here » inthe production of PANTHER and DRAGON Friction and Rubber 
= 


Tapes that assure you of full value every time. And these tapes rate high 


© exact length of tape on the rolls. This is but one of many measures used 


! ives w OU ® in all the qualities that make for lasting splices. 
'U : Y¥ @ i ee Made by a company in the insulation business for nearly 70 years, 





PANTHER and DRAGON Tapes pass ASTM and federal specifica- 


& 
i PA NTHER tions for electrical and physical properties with a wide margin of 
| : safety. They have proved their worth in successful splicing jobs of 
ey 
an DRAGON ® all kinds. Sold only through recognized independent wholesalers. 


T A P . S é The Okonite Company, Passaic, New Jersey. 


wad 


& 


oe 


ce | Panther and Dragon 
— 


friction and rubber tapes 





1948 





ELECTRICAL WHOLESALING—October, 








Conference of Hluminating Engineering Society. 


two papers presented. 


1947 48 by oO. a | 


upment and 








SCIENCE of lighting was temporarily eclipsed by 
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I. k.S. Meeting Studies 
Latest Lighting ‘Trends 


Lighting men gather at Boston for National Technical 


Forty- 


Tayler succeeds Staud as president 


que positi < pied by the 
imong engineer groups he 

the publ terest involved in 
ise Ol 1ts I 


Report on Paris Meeting 


ial report on the Paris meet 


he International Commissions ot 


was delivered to the LE.S 
y Preston S. Millar, chairman 

S. delegation 
aerabie nterest was shown na 
lighting to session under 
nanship of i Dodds. Caro 
Hort or tie Electrical Testing 
ry, Inc., and Lillian Eddy, Gen 
Slectric Co., spoke on the new 


latest developments 11) 


ehting. Four Degrees of Resi 
Lighting was the topic of an 
Myrtl lahsbende r, ot West 


the art 
of good eating at this luncheon held during the Illuminating at 


which 12 













1 
ghnouse 


Miller, 


advised the 


Electric Corp 


Gladys 


merchandising consultant, 


lighting industry to cor with in 


yperate 
terior designers and architects to im 


prove residential lighting 


Technical Committees Session 


lighting, sports lighting, store 


buildings lighting were 


among the topics discussed during the 
orum session undet 


the leaders] Ip ot L. | Tavler, chairman 


Study projects in indust lighting in 
iundries and hting in the woolen in 
dustry were other topics discussed 


Among those participating in this session 
were: J. M. Ketch, D. W. Rowten, L. C 
Brown, R. R. Wyle, M. N. Waterman, 
Hill, Jr.. H. L. Miller and J. F 


Officers and past-presidents of the 
L.E.S. honored Dr. Ward Harrison, past 
nt, and retiring director of eng 


neering for General Electric's Lamp De 


tment, at a luncheon Tributes were 

ud to D1 llarris n's leadership 11) the 
past 39 years, not only in equipment de 
sign along piones ines, but in I.E.S 


affairs as long-time member and 


president, and 1 international activities 


field of illuminating engineering 





Engineering Society's National Technical Conference in Boston 
past 


presidents of the society played host. 
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prackets 
Completely Redesigned 


T&B Presents 
nectors for Specific Types of Racewoys 
rt what your installation 
problem is, no matter what con- 
ductor you intend to use _T&B has 
esigned to 


a connector specifically d 
ore efriciently, 


do the job m 
economical y; and with greater ease 
ecision 


of installation. 

engineere tight, 
grip securely: and to preve 
to raceway» 
be. All of po 


approved. 
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or Service Entrance Cable and 
gned two-screw all steel 
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Tabolite galvanized. 


edesi 
connector with lip s° de 
+ beyond body: 





For Armored Cable ond Flexible Conduit. “fh Squeeze 
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_gssures 


ide range of cable sizes 
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N.W. Wholesaler’s Staff 
‘ ry . 7 ‘ 
Gets Training Course 
SPOKA NE—Harper-Meggee, Inc., an 
electrical wholesaling firm in this city, 
recently completed a three-day dealer 
sales training program. 
The meetings, which were held in the 
Spokane auditorium of the Washington 
Water Power Co., were conducted by 
Jack Reiter, sales manager of the Kelvin 
itor, Division of the Nash-Welvinator 
Corp 
J. D. Swanson, sales manager for Hat 
er-Meggee, was in charge of the pro- 
vram 
Pittsburgh Distributor’s 
Tag Idea Helps Dealers 
PITTSBU RGH—The prospective cus DR. WARD HARRISON (left), retiring director of engineering for General 
= tomers who wander in and then out of Electric’s Lamp Department, gives his best wishes to his successor and former 
a its dealers’ stores while salesmen are busy assistant, Willard C. Brown. 
9. with other customers did not escape the " — 
. notice of Ludwig Hommel & Co., wnole- Dr. W ard Harrison Retires Fi en a m — - a re 
° ‘ . ° y iT iWeVelIaAnd, WhoOst Isihiess 1 princi 
sale appliance distributing firm of this After Many Years withG.FE. illic Nahe aides Gd aad ws oh Se 
city. The company set about to tind a ; ae ro 
; : tember 1 became a consultant for Curtis 
way to turn the steps of these persons n CLEVELAND—Dr. Ward Harrison Tee ee ae: dl i 
the direction of the cash register. The international authority on lighting an ee gee ig a% sie 
ane : lirector of that company. For a time he 
solution: Tags. director of engineering for General Ele alll ined tix x eiedee eadlaat ee 
Ludwig Hommel & Co.’s reasoning was tric’s Lamp Department at Nela Park ee ay ae AE CTO aoe ae 
that if appliances were equipped with tags here, resigned his position recently at os a aaalaaitianall os é D eee 
hearing vital information on product fea- the age of 60, under the provisions of Electric Compat S CRiesiaad ’ Dy 
tures, prices, ete., the prospective cus his company’s pension plan. Dr. Harri EE I ais % Past 
tomer might become interested enough t son was associated with the Lamp Ds alicia sities tani Wis erate ie RE 
buy or at least would stay in the store partment for 39 years Sa ial niae ae RT ees Sa ai 
ong enough for a salesman to. get He will be succeeded by Wiallard | Mini . : 
J iround to him Brown, who during his 28 vears wit a ae ee 
Sample tags were mailed to Hommel’s — the company has headed its activities 1 iat Me Misditinss tes eal ree 
lealers, who were urged to ask for more many tields, and has hecome widely satiate son Sada je ‘ = “ys 
According to John O. McMeekin, the dis- — known throughout the electrical industry ik al ‘easiest Windies sacs 
tributor’s sales promotion head, many a He has been assistant to Dr. Harrisor Relitlns the shisha Ge “Re Wc 
ieee ealer tigured that the tags were just since 1945 
ut onl viat he needed [)y Harrisot i ee a director of ( ( fl fr 102 
new * 
ide om . 7 —— — 
t 
* 
¢ 
: 
a 
7 
a 
& 
* 
D. H. Keet L. W. Hays H. W. Marvin. Jr. W. T. Gibson W. LL. Houghland 
RECENT appointments announced by the Westinghouse Elec- apparatus salesman at Wesco, Charlotte, N. C., as branch mana- 
tric Supply Co. include: The elevation of D. H. Keet from ger at Raleigh; the elevation of W. T. Gibson from apparatus 
acting district stores manager to southern California district and supplies salesman to manager of the new Wesco Danville, 
. stores manager; the promotion of L. W. Hays, formerly branch Ill., branch; and the promotion of W. L. Houghland, formerly 





manager of Wesco, Raleigh, N. C., to Carolinas district appli- 
ance manager; the naming of H. W. Marvin, Jr., previously an 
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branch appliance manager at Wesco, Evansville, Ind., to west 
central district farm sales supervisor. 






Fleur-O-Lier fixtures are made by 26* leading manufacturers. 
They are built to detailed and rigid specifications. 
They are examined by Electrical Testing Laboratories, Inc., 
and Certified as to compliance with specifications. 
Adequate samples constantly are reexamined to be 


certain that high quality is maintained. 


That’s why we say, “The Fleur-O-Lier label on a lighting 
fixture is your protection... your assurance 
of customer satisfaction.” 


Participation in Fleur-O-Lier is open to any manufac- 
turer wishing to qualify. Consequently, the number 
of Fleur-O-Lier manufacturers is increasing constantly. 


on 
a 


CERTIFIED 

| & t (pat E im accordance 
gt a4 ¥ 7 « Bs s te Af with Test 

0 by » > z Requirements of 

. . — = . Specificotions of 

VW. , Fleur-O-Lier Manufacturers 


sa tend Slew TG ea ear icy 
2116 Keith Building * Cleveland 15, Ohio nae new Youn. wv. 


NEW YORK WY 
Fleur-O-Lier is not the name of an individual manufacturer, but of a group of 
fixtures made by leading manufacturers. Participation in the Fleur-O-Lier program 
is open to any manufacturer who complies with Fleur-O-Lier requirements 
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TIMESAVINGS 


. +. In Big Demand Everywhere 






KNOCKOUT CABLE PULLER 


































TOOLS | 

isy-operating, Compact unit 
‘@ In 112 minutes or less cut for 7,500 pound pull. Fastens 
’ sal ° . . = Noor} penings up to 3!o” direc ( ond ) ul g 
Designed specifically to turn tedious, hard jobs into quick, pag eS i cei Whee , lirect to conduit for pulling 
¢ in bakelitce, hard rubber, or in line with conduit ‘ no 
simple ones, GREENLEE electricians’ tools give you this metal up to 's” thick. Turned loosened hangers. Attachment 
< ’ with wrench. Eliminate drilling ble for concealed con 

important “sales plus timesavings. and filing duit work 


For example the GREENLEI Hydraulic Bender, shown 
above, makes conduit forming fast, easy. With a GREENLEI 


= 
+ 





» 
Bender ove man in but a few minutes makes precise bends 
pipe up to 4'2", rigid and thin- wall conduit, tubing, PIPE 
Pan | PUSHER 
bars. Owners report up to 75° man hour savings with 
compact, portable unit 
how your customers and prospects how they can save HAND BENDER 
, ; . ‘ Quickly makes small-radin 
iable hours and materials with GREENLEE temesaving Pushes pipe under streets, 1 bends in steel, copper, ese 
. ] q . ° 1 ids, Moors, and « r ol laluminumtubing. conc 
tools for electricians. For sales facts, write Greenlee Too! je icseacrn i conduit 
cles. Eliminates te if | or pipe without kinks or 
q € = i ‘ t filling } ng. No. 790 tte ; | I y desiznec 
F Co. Division of Greenlee Bros. & Co., 1850 Columbia ick -filling, re-paving. NO tening. Especially designed 
, for pipe up to 4”; No. 795 tor to make neat bends up to 180 
Avenue, Roc k ford, Illinois larger pipe and ducts. for sharp nooks and corners. 
~ 
> 


TOOLS FOR CRAFTSMEN 





TIONALLY ADVERTISED TO SPEED YOUR SALES 


ENLEE backs up your sales efforts with advertisements in Electrical 
r’s Reference © Electrical Contracting e Electrical Equipment e Electrical 
» and Engineering e Electrical West © Electrical World © Factory @ 
trial Maintenance ¢ Industrial Equipment News e¢ MacRae’s Blue 


¢ Mill Supplies e¢ Plant Purchasing Directory ¢ Thomas’ Register . 
a combined circulation of well over a quarter-million for each message. 
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hese ads in 40 leading newspapers ——— 
and 3 top magazines provide more good im mm 
Noma lights will move off your shelves fast this Christmas! 

If you've been holding back on your commitments, better get your order 

in now... . for Noma Bubblelites, Noma strings and the many other fast- 
selling Noma Christmas lighting decorations. Then you'll be set to make 
extra profits from this concentrated Noma advertising and promotion drive. 





NOMA ELECTRIC CORPORATION . 55 West Thirteenth St., New York 11, N.Y. 


WALKER UNDERFLOOg 
mSYSTEMS ENGINEERE 


C ado 


a, BUILDING DESIGN 


=a 


Architect 
John C. Van Balen 
Chicago 
General Contractor 
Turner Construction Co. 
Electrical Contractor 
Ross Elec. Construction Co., Inc. 


Construction of this new office building for Certain-Teed Products 
Corporation at Ardmore, Pa., called for a 3 inch monolithic concrete 
floor on Steeltex wire lath supported by bar joists. 

A WALKER System of Underfloor Duct was specified by the 
architect because of its ready adaptability to this modern method 
of construction—and to insure flexibility of the electrical system dur- 
ing the life of the building. 


Write to us for our Catalogue No. 1 46 or consult 
Sweet’s Architectural File for further details. 


WALKER BROTHERS 
Conshohocken 53, Pa. 


ALES NDERFLOOR SYSTEMS" 
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You Can 





ycts 






Sell Motors 
Protitably 


ete 


the 
10d 


A sharp nose for leads, cultivation of valuable contacts, 
studying and interpreting news and reports will help 
the alert salesman to boost substantial orders on motors 


and all that goes with installations 


jure 











Les J. Norton 


basis of a reasonable profit is 
possible. This is In spite of the fact 
that the line 1s a specialized one and 


As told to 
Henry W. Young 


By Les J. Norton* 


the wholesaler finds his style some 





what cramped in certain directions 





by merchandising policies and pra 
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\ILLE of electric motors by the 
electrical wholesaler on the 


tices that have long prevailed im the 
motor mdustry 

The etfect of these established 
ways of doing business may be 
counteracted, however, 1f the sales 
man will exercise ingenuity and de 
velop his sales methods along lines 
that will utilize to the limit those 
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inherent in the whole 


advantages 
function 
edge of and friendship with the lo 


saler’s intimate knowl 
cal industrial trade, flexibility and 
immediate availability of stock and 
the ability to act without delay in 
fully 


an emergency—functions so 


recognized in the late war produ 
tion program 


In the case of our company, elec 


tric motors and motor control 
equipment represent a very Wmpot 
tant slice of our total sales, while 
the inventory in these items 


Tulls 
about 40 1 


Therefore, it can 


consistently 
total 


be seen 


percent ol 
inventory. 
that the 
our case is an important part of the 


sale of motors 1n 


business. If the sale of a motor car 
ries its just percentage of the cost 
of doing business and shows some 
net profit above that, then volume 
of such sales will tell the story. How 
to get the is the 64-dollar 
question. 


volume 


lhe 


sale of a motor that carries its share 


Sut first bear this in mind: 


of the overhead and shows only a 
very modest profit in itself is a great 
builder for items, fre 
quently all out of proportion to the 
motor sale. 

In this motor 
trol equipment ; switchboards ; trans 


sales other 


category are con 


formers; perhaps wire; conduit and 
various other wiring supplies inci 
dental to the installation. To get in 
on the ground floor with a motor 
order may lead to orders for any or 
all of these items, in some cases al 
most automatically 

It may even go beyond this as, for 
example in my recent experience, 
where the motor order actually led 
the way clear through to an order 
for all the lighting fixtures in a large 
office building. So you might Ssa\ 
that motors, if given the proper re 
spect and attention, will carry bette1 
than their fair share of the total 
sales load. 

Possibly the sale of motors in sub 
wholesaler 


stantial volume by the 


depends more on what may be 


termed groundwork selling than in 
the case of any other type of met 
chandise he handles. 

While the salesman must be fully 
conversant with the technicalities of 
motors and motor applications, un 
der conditions that prevail in’ the 


business, he cannot expect to sell 


any great number on the basis of 
horsepower and revolutions, pulley 


ratios and speed reductions, V-belt 
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BENJAMIN ELECTRIC PHOTO. 


vs. chain drives, etc., alone. These 
are only the details of an installa- 
tion, to be worked out, usually, long 
after the sales groundwork has been 
laid. 

This all leads up to the personal 
element in selling, which I believe 
in connection 
with motors than almost any other 


IS more necessary In 


electrical item. This takes form in 
two equally important ways: 

1. Continual cultivation of friend- 
ships and contacts among men of in- 
fluence, importance and money, if 


you please, in your community. 
Most building projects originate 


with them. Most buildings require 
Most i 


motors. 


equipment. equipment 1s 
These contacts, 
constitute the 
vour future motor business. 
2 Be 
course generator and motor-genera 
able to 
grasp the significance of everything 
that 
possible bearing on motor sales, and 


driven by 
theret« re, roots of 


motor minded (and oft 


tor minded) so as to be 


vou read or hear about has a 


get on the trail. [ose no more time 
about it than 


reporter who smells a story. 


would a newspaper 


first of these es- 


Suppose I hear of a factory 


aking up the 
sentials 
or some other industrial enterprise 
contemplated in this area, and that 
a certain man I know is interested 
in it financially. I go to him at once 
and talk with him about it. Motors 
for the operation of the plant are in 
the distant 
that motors are eventually going to 


future, though I know 
be required 

My attention at that stage, how- 
ever, is given to his immediate prob 
blems of organization and _ prelim- 
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inary plant layout. ‘These matters 
have always been intensely interest- 
ing to me and I can sincerely forget 
motors for the time being and enjoy 
being of service in these prelim 
inaries. More often than not, I may 
be invited to meet the other princi- 
pals and to appear before the plan- 
ning board or some committee to 
hash matters over. 

\s time goes on, they come to the 
matter of power, production lines 
and the motors that will be required. 
and 


Then, more detailed technical 


merchandise knowledge will be 
brought into play, but before they 
have made any commitments as to 
motors. I may find that they are 
confused as to the desirability of 
open or closed motors, explosion 
proof, or totally closed. There are 
price ranges to consider. 

| explain the difference fully and 
recommend the type that should be 
used and why. I may also go into 
such matters as the State or munici- 
pal electric code governing motor 
installations and also the desirabil- 
ity of using synchronous motors 
under certain conditions in order to 
improve power factor and save 
money on power bills. 
that salesmen 


“Who's got time for all 


[ am aware some 
may say: 
that? There are other people to see 
and hundreds of other things to 
sell.”” My answer is that to sell any 

thing you must necessarily put in 
it, commensurate with the 
I find 


it pays to put my time in with the 


time on 


results that you hope to: get. 


people who count at the beginning 
end of the 


rather than at the tail 
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—. 
deal. I can sell more in the long 
run that way. 

Again they say: “Suppose you 


don’t get the order in the end. Look 
at the time you have wasted.” True, 
[ am not successful in 


Nob ry 1S. 


every case. 


But no sincere effort 
put out on anything in the selling 
game is ever fully wasted. In fact, 
cases it will come back to 
often 


pected quarters 


in many 


you and from quite unex- 


In this case, I might have started 


out knowing only one man, _ but 
ended up with a half dozen who 
have come to look upon me as a co- 
operator willing to serve. There 


will be other opportunities arising 
\fter all, the sales 
of today or this month are not what 


from them later. 


determine the volume for the year. 
Another thing. Sales coming from 
intimate knowledge of the problem, 
thrashed out in detail before the mo 
tors are bought, means that we have 
the best type to meet the 
the We as 


selected 


needs of installation. 


wholesalers don’t like “bouncing” 
motors any more than “bouncing” 


checks. 


Now, as to the motor mindedness 


They cut down the profit. 


angle, 1 can illustrate it by an oc- 
currence a while back. 
friends told me of 


short One 


of my a mutual 
friend of ours who had just bought 
four 1600 hp. Diesel engines out 
of surplus—beauties, brand 


That they 


new 
and never run. were in 
boats and he would have to scrap 
the latter only added a little interest 
to the Story. 

[ was about to pass it off as such 


just an interesting story when 





October, 





What 


I got a whiff of something 


was he going to do with the en 
vines? He couldn't use them so he 
must be going to resell them. But 
where? Few would want these mon- 
sters. But, I thought, if he had 
generators on them they would go 
like hot cakes for isolated, semi- 


portable power plants, much in de- 
mand. 

Calling him at once on the tele- 
phone, he said that he was getting a 
little nervous over his buy, as he 
didn’t know what he was going to 
had 


about the 


do with the things, now he 
Then I told 


generator idea and he fell in with it 


them. him 
on the spot, asking me to round up 


the generators at once before his 
Diesels turned into white elephants 
received and 


1420 


with 


The result was that | 
filled an order for 


venerators 


four kva. 


together switch 
boards and all other appurtenances. 

It is not to be gathered from what 
| have said that the salesman to be 
this field 


his efforts mostly to 


successful in should con- 


fine making 
contacts that may eventually lead to 
Such 


are for the long pull and are gradu 


major installations. contacts 


ally acquired over a_ period of 


months and years. They pay big 
dividends by giving the salesman a 
reputation as an authority on mo- 
tors and motor installations of all 
kinds, whose advice can be trusted. 
But he not the 


bread and butter business. 


should overlook 
It has been my policy not to dif 


ferentiate as to the size of the in- 
stallation but I attempt to serve all 


to the best of my ability, whether 
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the problem involves a motor of one 
hp. or 400 hp. This is for the 
following reasons: 

(a) The small customer may 


well grow into a large customer as 
his business grows. Or, the larger 
user, buying from me for the first 
time, may like my service and at- 
tention and give me future business. 
making 
ull, 


Quite frequently the instal 


In either case, | am new 
contacts for the long 

(b) 
lation of a motor or motors in a new 
plant or an old one will call for ad- 
ditional transformer capacity, often 


leading directly to a_ transformer 


sale. 
(c) A motor installation, as al- 
ready mentioned, involves switch 


ing and motor control equipment as 
well as a quantity of supplies, and 
the 
golden opportunity to get these or- 


alert motor salesman has a 
ders. 

These things—the bread and but- 
ter business resulting from getting 
helpful service to everybody, be- 
contacts with influ 
the kick that 


from putting this and that together 


hind-the 
ential 


scene 
men, comes 
and then nosing out a motor sale— 
all make this field one of the great- 
est interest and variety to me, even 
if it rings my phone in the middle of 
the night, as it sometimes does. | 
never get tired of it. 


*\/r. Norton ts a salesman, first, last 
md all the time, and one who has had 
personal experience m selling 
motors as an electrical wholesaler and 
incidentally—he is also one of the officials 
of The Electric Wholesale Mart, Los 


Inaeles, Calif 


extensive 
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ACKNOWLEDGMENT 


Early this summer the industrial 
Divisions of the General Electric 
Company sponsored an_ Industrial 
Power Sales Conference at which 
were delivered numerous addresses 
and lectures that collectively pre- 
sented a very sound, very factual 
and at some points a highly dramatic 
picture of the tremendous sales op- 
portunities that the promoting of 
more modernization and electrifica- 
tion of American Industry offers 
today. 

It was our privilege to have avail- 
able for personal study a copy of 
the program as well as copies of the 
text of all recorded presentations 
made at that conference. We were 
so deeply impressed with the wealth 
of information and sales enthusiasm- 
building material contained therein, 
that we searched for some method 
by which at least a few of the most 
significant highlights of the material 
might be presented to the readers of 
ELECTRICAL WHOLESALING, be- 
cause reprinting in full was found not 
feasible. 

In this feature ‘Angles on Indus- 
trial Selling’ we present a group of 
excerpts, that were chosen from 
many pages of manuscripts of pa- 
pers and addresses as being of most 
direct interest and usefulness to those 
salesmen of electrical wholesaling con- 
cerns who are particularly interested 
in building up and servicing indus- 
trial accounts. 

We extend our cordial thanks to 
the General Electric Company and 
the Industrial Divisions of its Appa- 
ratus Department for permission to 
print and for the cooperation that 
was extended to us in the prepara- 
tion of this material and in the sup- 


plying of photographs. 
The EDITOR. 
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INDUSTRIAL SELLING 


With more complete modernization and electrification of Ameri- 
can Industry as the common goal, constant and careful study of 
existing sales-building opportunities will bring rich reward to the 
electrical salesman who can qualify for the job of industrial selling 














Our Common Goal — 
The More Complete Modernization and 
Electrification Of American Industry 


ie appraising the important role 
of electricity in industry, speak- 
ers at the EEI Conference in Chi- 
cago last April made memorable 
statements like these: 

“Electric energy is the heartbeat 
and bloodstream and nervous sys- 
tem of industry—all at once.” 

“The traditional role of electricity 
as the architect of progress, may 
well have within itself the final deci- 
sion as to our fate.” 

And still another speaker posed 
this thought-provoking statement : 

“There is just one thing to work 
for and argue for and sit up nights 
for—and that is the real national 
unity we will derive from properly 
mobilizing and employing our peace- 
time production machinery.” 

Notwithstanding the fact that 
electric motors furnish 86 percent of 


By Karl H. Runkle 


Manager, Industrial Divisions 
General Electric Co. 


the horsepower, it is a rather popu- 
lar misconception in uninformed 
quarters that American industry is 
already largely electrified. The fact 
remains that, on the average, indus- 
try is still less than 50 percent mod 
ernized in terms of its profitable uses 
of electricity. 

Therefore, our task is to bring the 
full benefits of better processes, mod- 
ern methods, new machinery and 
electric power to every branch of in- 
dustry that we know can profit with 
the greater use of such tools. 

The American people whose 
standard of living is already the 
highest in the world, are determined 
that it shall mount even higher. 
Therefore, the American worker 
must become even more productive, 
so that he shall have more purchas- 
ing power to buy and enjoy the 
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things that lift his standard of living 
higher and higher. What ts the key 
to this greater productive efficiency ? 
Better than any nation, we know 
the answer! 

It is the skill and training of the 
American worker—backed up by 
more horsepower than is available 
to any other worker in the world. 
Therefore, we must continue to ap- 
ply more machinery and more elec- 
trical horsepower. 

And, the initiative for this crea- 
tive effort must come from those 
who plan, sell, and install the equip- 
ment and services. 

Together—we face the responsi- 
bility of helping American industry 
take fuller advantage of modern 
electrified machinery as the key to 
—greater production, lower costs, 
and higher efficiency. 
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BEFORE: Industrial sell- 
ing has much to do in dig- 
ging out locations like this 
where overhead, group beit 


drive complicates the 
working area in this tex- 
tile mill. 


Electric Power For Mining 


By R.S 


5. Sage 


Manager 
Mining Div., Industrial Engineering Divs. 
General Electric Co. 


_- sustain the industrial life ot 

our country at its present level 
of development, enormous quanti 
ties of raw materials are required, 
including coal, iron ore, ores of 
other metals and many non-metallic 
minerals. To win these materials 
from the earth in the huge volumes 
in which they are consumed, resort 
is necessary to large scale opera 
tions in which many types of power 
machinery are involved. 

Electricity alone is capable of 
providing the power for this ma 
chinery exactly when, exactly where 
and exactly how it is required. We 
thus find electric motors and equip 
ment utilized in all of the 


ste] s yf 


major 
drilling, cutting, 
transportation, processing or prepa- 
ration of coal and ores and 
smelting and refining of metals. 


mining 
in the 
The electric energy requirements 


of the mining industry, including 
all its various divisions, stands at 


the top of our nine major indus- 
More than 7,000,000 horse 


tries. 
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in this in 
dustry, insures doing this job in 


power 1n electric drives, 


the most effective and. efficient 


manner 

Electric Power Industry's Answer 

In summary, it would appear that 
the mining industry, in many of its 
divisions, 1s entering into a new 
phase of its existence, generally due 
to the passing of the era during 
which the mineral 
skimmed off; fu 


cream of our 


wealth has been 


ture operations will involve prac 
tices which necessitate much greater 
more extensive use of electric 
power than in the past. 

Only through the application of 


electric energy can the industry be 


and 


geared up to the enormous demands 
for minerals to meet the changed 
conditions of There 
reasons to 


our economy. 


seems to be sound en- 
vision in the mining industry, in the 
not too distant future, an electric 


load approaching double that which 
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currently exists in this country. 
The task of making this supply of 
electric energy available, gentlemen, 


Is vours 


Petroleum 


By T. R. Rhea 
Manager 
Chemical & Petroleum Divisions 
Industrial Engineering Div. 
General Electric Co. 


QQ" all the fuel consumed in the 
United States, whether for 
venerating electric power, home 
heating, industrial heating, railroads 
half 


is based on petroleum products or 


or automobiles, slightly over 


natural gas. This is a very startling 
figure. 
The amount 


f B.t.u.’s going into 
the generation of electric power is 
only about five percent of the total. 

Thus today more B.t.u. energy 1s 
extracted from petroleum than from 
coal. These conditions will not con- 
tinue. Oil companies and geologists 
are shouting that oil is precious, 
conserve it. More and more of the 
B.t.u. 
on coal, and this means that more 
coal B.t.u.’s will be turned into elec- 
-and power is 
we all Petroleum 
products, natural gas and synthetic 


requirements must be based 


tric power electric 


where come in. 
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1F TER: Industrial selling 
paid off to salesman and 
customer alike in the 
changeover from overhead, 
group be!t drive to indus- 
trial drives powered by 1", 
hp. mi.l motors. 





liquid fuels must more and more be 
air 
planes, diesel locomotives and ships. 


conserved for automobiles, 


As the value of petroleum prod 


ucts increase, whether or not we 


conscientiously conserve it, econom- 
and this 


means, as we will show, more elec- 


ics will force the change, 


tric power based on coal, even in 
the petroleum industry. Recently 
the East refineries 
told me they would save one mil- 
dollars their fuel 
were coal instead of petroleum prod- 
ucts. And if a refinery can’t afford 
to burn petroleum under its boilers 
and stills, who can? 


one of Coast 


lion per year if 


The big field for the application 
of electrical equipment is in the re- 
tineries. The consumption of electri- 
cal risen 


in refining has 


from about 1 kilowatt-hour per bar 


energy 


rel at 1920 to about 3.5 kilowatt 
hours per barrel at present. Since 
about 1.8 billion 
this amounts to 
six or seven kilowatt-hours-per-year 
power consumption, And as petro- 
leum products become increasingly 
valuable, more energy per barrel 


refineries process 


barrels per year, 


will be expended on them to more 
highly refine them. the 
volume of natural crude goes down, 
the total energy consumption will 
go up. 

As mentioned before, truly stag 


Even as 


gering amounts of power will be 
required to make synthetic fuels. 
Even if research develops a_syn- 
thetic liquid fuel process, based on 
coal, that requires only half as much 
energy and we ration ourselves to 
a mere billion barrels a vear of 


liquid fuels, this will require. power 


about equal 
station plants 
Perhaps such power 


veneration 
to all of 
now existing. 


equipment 
the central 


plants will be integrated with large 
electrical systems and, who knows, 
operated by the utilities 

Electrical energy on an extensive 
scale may be used directly in petro 
leum the 
discharge in natural gas to 


processes, such as are- 
make 
acetylene. 

Who knows but in 15 or 20 years 
it will be common practice to sup- 
ply refineries with coal-fired steam 
turbine-driven electric plants be 
cause the oil will be too valuable to 
burn Indeed, this al- 
ready happened in some refineries. 


New 


equipment and new electrical equip 


there, has 


ways of applying electrical 


ment requirements are as certain as 
tomorrow's sunrise. 


Electricity In The Steel Industry 


COMPLETELY integrated 
steel plant uses iron ore, coal, 
and limestone as the principal raw 
materials, and ends up with finished 


rolled steel products. The main 


By H. W. Poole 


Manager 


Steel Mill Div., Industrial Eng. Divs. 
General Electric Co. 


components of such a plant are: 


coke ovens to convert coal to coke; 
blast furnaces to convert iron ore 
to pig iron; open hearth furnaces 
to produce steel out of pig iron and 
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scrap; and rolling mills to give the 
steel the needed shape and form. 
All of these processes take large 
amounts of power, and the steel in- 
dustry is one of the largest users of 
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electrical power. For instance, in 
1947 this industry produced ap- 
proximately 85,000,000 net tons of 
steel and consumed approximately 
200 kwh. per ton—a total of about 
17 billion kwh. Only the electro- 
chemical industry rivals steel as a 
user of electric power. 

Not only has the steel industry 
been a large user of electric power 
in the past, but it will be an even 
larger user in the future. Contrary 
to the opinion expressed by some 
of our and labor 
unions, the steel industry has ex 


Congressmen 


Electrification 


metal working industries 


oe 


are a large and important seg 
ment of American industry. While 
the products of the metal working 
industries are varied they have one 
thing in common—low cost produc 
tion obtained through the use of ma 
chine tools. \Wuithout these machine 
tools the standard of living which we 
enjoy today as a result of possessing 
so many labor saving devices would 
not be possible. 

[t would not be possible with the 
machine tools of the early 1900's 
either, for while those machines 
made possible machining to fairly 
close limits the modern machine too! 
has provided that extra accuracy 
and increased output that have made 
mass production and interchange- 
ability of parts with assurance of 
long operating life a reality. Better 
metals, better cutting tools and co- 
ordinated mechanical and electrical 
designs have brought the modern 
machine tool to its high estate of 
effectiveness. 

The parallel development of ma 
chine tools and the electric equip 
ment which has contributed so much 
to their performance is sometimes 
overlooked, but you can rest assured 
that it was not just a coincidence. 
Electrical engineers followed the de 
velopment and application of the 
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panded greatly since V-J Day and is 
continuing to expand. Current pro- 
grams, scheduled for completion by 
early 1949 aggregate over one bil- 
lion dollars for the expansion and 
improvement of the steel producing 
capacity in this country. As a meas- 
ure of the vastness of this program, 
consider that one billion dollars is 
almost one-half of the net value of 
all the plants, properties, and equip- 
ment in the entire steel industry. 

V-J Day, the American 
steel industry has ordered electric 
equipment for 38 cold reduction 


Since 





strip mills, either for replacing ex 
isting electrical equipment with 
greater horsepower and_ higher 
speeds, or for completely new instal- 
lations. In addition, the steel in- 
dustry has placed orders for mil- 
lions of dollars worth of auxiliary 
motors, electrical controls, trans 
formers, switching equipment, and 
lighting for use in these mills. 

The steel industry is a progres 
sive industry and progress in the 
steel industry is intimately tied up 
with electric power due to the equip 
ment required. 


In The Metal Working Industries 


By G. M. Rhoades, Jr. 


Manager, Machinery Division 
Industrial Engrg. Divisions 
General Electric Co. 


electric equipment required, based 
on their knowledge of both the ma- 
chine tool and metal working indus- 
tries. 
Electrification of Machine Tools 

Much has been done in the elec- 
trification of machine tools. In fact, 
the outstanding feature of the $16,- 
000,000 of machine tools exhibited 
at the show in Chicago last fall was 
the degree of electrification of these 
Increased electrification of 
machine tools is no longer simply a 


machines 


matter of providing horsepower to 
remove metal, this part of electrifi- 
cation is 100 percent. Other factors 
which will make for lower produc- 
tion fields 


attractive for 


further electrification. 


costs are 
Factors such as improved opera- 
tion, flexibility and automatic oper- 
ation, as well as completely new 
fabricating processes, present con- 
stantly enlarging opportunities. 
These features are rendering earlier, 
but not old designs of machine tools 
obsolete in much less time than the 
25 years or so that a modern ma- 
chine might last physically without 
wearing out. Increased obsolescence 
is indicated by the machine tool sit 
uation before and after the war. 
Before 1940 industry had 900,000 
machine tools and 70 per cent of 
these were more than 10 years old 
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By the end of 1945, 870,000 addi 
tional tools had been produced. At 
the end of 1943, of the 1,700,000 
tools then in use 73 percent 
less than 3 years old. Each 
since the ended the machine 
tool industry has supplied about 
60,000 machines. This is substan- 
tially above the pre-war average 
[his points to a trend toward earlier 
obsolescence of machine tools as a 
result of a greater need for the 
benetits of all the latest develop- 
ments which can be incorporated 


were 
year 
war 


with machine tools to increase their 
productivity. 

In many cases the application of 
electric equipment has improved the 
ease of operating machines and at 
the same time the machine has been 
made more flexible so that it can do 
a wider variety of work. 

Unlike other industries the metal 
working and machine tool industries 
are made up of many small com- 
panies in addition to relatively few 
large companies. There 
two hundred machine tool builders, 


are over 
while the number of users of these 
tools run into the thousands. 
trical 


Elec 
working con 
stantly with the engineers of these 
companies to apply existing and new 
electrical systems to increase produc- 
tivity of metal working machinery. 


engineers are 
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Paper and Textile 


By G. W. Knapp 


Manager, Paper & Textile Division, 
Industrial Engineering Divs. 
General Electric Co. 


LECTRIFICATION of the pa- 

per and textile industries is 
continually expanding because of the 
same economic forces at work on all 
industry. 

The basic force is our growing 
economy. More production is needed 
for an increasing population, and also 
for greater per capita consumption 

our increasing standard of living. 

The second force is technological. 
There is a tremendous urge in our 
husiness system for individual enter 
prisers to reduce costs and improve 
New electrical technology 
contribute impor- 


quality. 
and equipment 
tantly to these goals. 

The influence of our growing eco 
onomy, is easily seen from statistics. 

It will be noticed that an increase 
of 3 million tons per year in paper 
production capacity is expected be- 
and 1955. Thus, the 


tween now 


kilowatt hours per vear required by 
this industry 2 
billion between now and then. 
that it 
make 5 


will increase by 
Fur- 
takes 
tons of 


thermore, we know 
1 hp. imstalled to 
\ccordingly, it will 
be necessary to add 600,000 hp. in 
that time, about 500,000 kva. in mo- 
control, 
switchgear and turbines. 

In the textile industry the same 
fundamental trend in electrification 
is evident. However, in this case, 
the industry buys most of its power 
from central stations, in almost the 
reverse ratio to the paper industry. 

We know that it takes about 1 hp 
installed for expanding textile ca 
pacity by 2,000 Ibs. per year. With 
an increase of production equal to 
6 billion pounds per year by 1955, 


paper per vear 


tors, cable, transformers, 


the textile industry will need to in 
stall an additional 300,000 hp 


Industrial Power Distribution 


By D. L. Beeman 


Manager, Industrial Power Division 
Industrial Engineering Divisions 


HE industrial plant power sys- 


= tem is the heart of your pro- 
yram to sell more power to indus- 
trial users. Your customers may 


have in their plant the finest elec- 
trically driven production tools and 
you may have the best power sys 
tem to supply his needs, but unless 
these two are linked together by a 
modern, flexible, and reliable plant 
distribution system, your 
not be able to take 
advantage of the you 
for him and conse 
because of an inadequate 
distribution system, 
Hence, you 
should be vitally interested in see- 
ing that everyone of your industrial 
and commercial customers has a 
modern power distribution 


power 

ustomer 
full 
have available 
quently 
plant 


may 
pe wer 


pt wer 


you may lose revenue. 


system 
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in his plant, factory or building. 

You gentlemen know the past 
history of industrial power distri 
bution, so let’s look 
future as we see it. 
a trend 
system, 


ahead to the 
There has been 
away from the old _ style 
trend toward 
distribution, this trend 
The load center 
basic 


and a load 


center and 
will be accelerated. 
distribution system 
ally of high voltage distribution to 
the load 
stepped down to utilization voltage 
through small load center unit sub 
stations. The trend will continue 
toward the lo:d center system be 
cause it has tirst than 
old style large substations with 
piecemeal equipment. In the case of 
a 2500 kva plant, the savings are 
17 percent for a modern load cen- 


consists 


center where power is 


lower cost 








from a 


ter system. Savings run 
few percent to over 50 percent 

about 15 percent being an average. 
Because all live parts are encased 
in grounded metal, and non-inflam- 
able transformers are the 


load center system is safer than old 


used, 


style open switchgear and oil-filled 
transformers in a vault. 

It offers greater flexibility because 
there are many circuit arrangements 
available which have yarying de- 
grees of service continuity with cor- 
first cost. 


responding variations in 


Summary 


By F. M. Roberts 


Assistant Manager 
Industrial Engineering Divisions 
General Electric Co. 


NDUSTRY 


must be 


machin- 
analyzed in order 


production 

ery 
that the most suitable electrical ap- 
paratus may be recommended. Pres- 


ent day production rates require 
the use of more and more auto- 
atic machinery. Combinations. of 


this 
must be se 


electrical drive 


complex 


apparatus to 
machiner\ 
lected, which are inherently suited 
to the industry 
the 


pre «luction and to 


driven machinery plan. It is 
necessary to study thoroughly the 
inherent characteristics of the com 
ponent parts of combinations of ap- 
which could be 
that 


suitable 


paratus used and 


select combination which = is 
most 

Engineers experienced in indus- 
trial application engineering must 
confer with industry planners when 
the ideas for expansion or modifica 
tion of the production units are be 
Such 


can be of great assistance by help- 


ing formulated. conferences 
ing to eliminate alternative combi- 
nations of apparatus 
Some combinations may appear to 
be attractive, but on critical exam 


suggested. 


ination by experienced engineers 


they may be shown to be uneco 


nomical. Finally, any proposal pre 
sented should take into considera 
tion the industry production line, 
the production machinery, and _ all 
possible electrical or mechanical ap 
paratus which might be used, and 
should make definite recommenda- 
tions covering the proper equip 
ment to fit the overall program, 
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Direct to the men who make industry’s decisions 


They've learned about it from the pages of The Saturday Evening 
Post. the Wall Street Journal, and their favorite business and The BiG DIFFERENCE 
trade magazines, where a full schedule of Alcoa advertising covers iS in our COSTS 
the whole range of industry. y ° 

And Alcoa advertising by mail is telling them, too. Thousands 
of architects, engineers, and other key men have received attention- 
getting mailings enclosing an actual rubber stamp bearing the 
“Figure It in Aluminum” message. Full-color booklets, reprinting 
\leoa E.C.* Aluminum advertising, have gone to important men 
in the electrical supply business. Three other fact-packed, illus- 
trated booklets are on their way now to men who make industry’s 
decisions. 

Aleoa makes light, strong, conductive E.C. Aluminum, which 
leading wire and cable manufacturers fabricate into insulated wire 
and cable. They have it now. ALUMINUM ComPANY OF AMERICA, 


1442 Gulf Buildins . Pittsburgh 19, Pennsylvania. 
= - 
*E ¢ Electrical Conductor Aluminum 
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66 OUSTON, Texas? It’s a 
business 
today !” 


Your correspondent heard this all 


man’s paradise 


ver the South and Southwest when 
le started asking about 
Houston A 


salt grains was taken with each out- 


questions 
considerable dose of 
pour of such words. We have heard 
ivic boasting before. 


Sut if a civic booster’s laudatory 


October. 
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in 


HOUSTON 


phrases ever come close to. their 
mark, this is the place where that 
miracle can be accomplished! 
Houston is one of the busiest cities 
we have ever visited ... it 1s boom- 
ing and bursting at the seams 
nothing seems too big to tackle in 
this metropohs of southern Texas 
There’s a tremendous battle now 
going on among southern cities for 
economic Most 


supremacy coMm- 





By Ernest W. Fair 





attain superior 
field, but not 
leaders are after the 
field of 
ness and industry open to them. 


munities seek to 


rating in just one 
Houston—its 
top laurels in every busi 
Since the end of the war a vigor 
going on be 
New 


for dominance as the leading south- 


ous battle has been 


tween Houston and Orleans 


Latin American ex- 


The actual 


ern port and 


port center victor is 






HOUSTON, TEXAS 


sight but 1f Houston is 


~ 


still not in 
nosed out when the final decision 1s 
may be sure it will 


be by a narrowest of margins! And 


reached, you 
the city itself is some 50 miles from 
the Gulf of Mexico 

Dallas, 
Houston have been waging a great 
battle as 
the start of the war when the gov 


\tlanta, Birmingham and 


industrial centers since 


ernment and industry discovered 
the virtues of this area as an indus 


The 


replete with large industrial opera 


trial region Houston area is 
tions of every kind and description, 
many of which are original enter 
also 


prises. There are a great many 


divisional operations of major 
eastern and mid-eastern enterprises 

In the oil industry Houston bat 
Tulsa, Fort 
Worth and others and is reaching a 


tles Oklahoma City, 


better position as each month goes 
by The enormous area of Texas, 
with its many scores of lively towns 
and cities, has made the wholesaling 
industry the scene of vigorous com 
petition between Houston and 
Dallas. 


\nd so it goes Houston busi 


ness and industrial leaders are 
never satisfied with any current 
business victory; they consider such 


conquests only stepping stones to 
greater endeavor. 
That’s why Houston has grown 


so rapidly and why it 1s fast acquit 
front rank of 
People like to live 


in this area also for it has a “long 


ing a place in the 
American cities 


summer” which is, of course, a top 
asset for industrial operations. It’s 
a new, progressive community with 
something new and different to hold 
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people's interest and make their lives 
more exciting. 

And it’s a swell place in which to 
do business insofar as the electrical 
field is 


wholesaling concerned. Its 


distributor houses are many and 


varied. Their personnel 


are enthused about their work. The 


operating 


tremendous construction boom of 


the area has placed an extremely 
heavy demand on almost all lines of 
who 


make up its business world are the 


merchandise and the people 
kind with whom salesmen like to do 
business. 

Construction of every kind is now 
this 
itself has new skyscraper develop- 


under way in area. Houston 


ments, housing projects galore, new 
business enterprises of every kind 
and description, and despite cur- 
rent high costs is going ahead with 
such as we 


a building program 
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could witness in other cities only it 
fifty 
Kveryone has money in 


costs were lowered percent 


this area 
and everyone has faith in the future 
of Houston. 

The holds true over the 
Houston trade area and the service 
area of the local 


same 


whole 
Not many years ago 


electrical 
saling trade. 
this area was one in which huge cat 
tle ranches were the chief asset and 
one could motor for many an hour 


without meeting a single sign of 


human habitation. Today small 


cities and towns cover the entire 


area and they are thriving commu 


nities. Each has a small industry 
of its own and some have a half 
dozen. Or] wells dot the landscape. 


And the cattle industry continues to 

thrive at the same magnitude. 
That’s a sketchy outline of the 

territory in which Houston’s elec 
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SOUTHERN ELECTRIC SUPPLY CO. 














trical wholesalers do business. It’s 
just about as near as one could hope 
to get to a businessman's paradise 
though there are the usual amount 
of headaches for all concerned; get- 
ting heavy demand merchandise still 
being the top “pain” in the life of 
the average jobber and salesman 
here. 

There are a dozen or so major 
electrical wholesalers doing business 
in Houston today and a great many 
small operations or specialists in 
ne field of electrical wholesaling. 
[he average wholesaler covers an 
irea of from 100 to 150 miles in 
ind around Houston while some 
branch out to cover the entire state. 

These leading electrical jobbers 
about 350,000 


square feet of floor space in build- 


ccupy altogether 


ings both old and new and on which 
there is today a great deal of remod- 


eling work being done both exterior 
and interior. 

As can be observed in accom- 
panying illustrations a number of 
the Houston jobbers have changed 
or are now improving the fronts of 
their buildings or enlarging their 
quarters. 

The remaining jobbing firms who 
specialize in a limited line or lines 
have smaller operations. There are 
about 25 such firms in business here 
at Houston who average about 5,000 
square feet of floor space each. 

Over 100 salesmen are employed 
by the major firms with just about 
half of them operating in the coun- 
try territory. A few firms have 
larger local sales staffs but the ma- 
jority operate with the greater part 
of the sales force concentrated in 
the thickly settled three hundred 
mile area around Houston. The city 
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itself and an area of about a hun- 
dred miles about it comprises the 
heaviest settled district and the most 
competitive, since not all of the job- 
bers reach out beyond an average 
of one hundred miles. 

The physical factors in covering 
a territory, raise no problems in this 
area since it is easy country over 
which to travel and the weather is 
generally good. Roads are as good 
as any in the nation and the Texas 
Highway Department is attentive 
and vigilant with its maintenance 
program to keep them that way. 
Train and bus schedules in and out 
of Houston are also good. 

Excellent weather conditions are 
a contributing factor to the average 
salesman’s enjoyment of his job for 
there are more months of the year 
when ‘“‘shirt-sleeve” selling is possi- 
ble than those in which a man might 
be looking for his parka. 

Territories have been expanded 
gradually since the end of the war 
although the availability of supplies 
and merchandise to sell has held 
such expansion back somewhat. 
The tremendous building and_re- 


modeling activities going on within 
the city itself have served to soak 
up a large part of the merchandise 
that came into the territory. 

Until just a short while ago there 
Was quite a serious competitive sit- 
uation because of this; customers in 
outlying areas had begun to show 
some bitterness toward their sup- 
pliers, claiming that Houston was 
getting everything and the country 
territory nothing. Fortunately 
critical merchandise began to be 
more plentiful in the territory and 





-- 
44 


such hard feelings were abated be 
fore they could crystallize to a poit 
of doing permanent damage. 
There’s still a little informal ra 
this 
most of it is left entirely to the judg 


tioning in area. However, 
ment of individual salesmen and the 


bovs on the road have been so fan 


that no “squawks” have come forth 
except those which were plainly de- 
signed as a maneuver to get more 
merchandise. 

Biggest activity in this area at 
present is in pushing appliance sales 


though there are few appliance sur 


pluses in the warehouse. Many 
houses handle appliances and give 
them a good deal of sales. effort 


Heretofore the chiet job has heen 


to | 


which still cannot meet 


ll orders but even those houses 


the cle mand 
feel that this situation is due for a1 
abrupt ending in everything and the 
surplus they now have in a few lines 
what 1s to 


has been a warning ot 


come So new dealers are being 


sought and salesmen are working 
hard at the job of helping dealers to 
sell. 

No one with whom we 
the Houston 


about the future here 


talked in 


area had any doubts 
the business 
men in this area know that selling 
may be a bit tougher but they have 
full confidence that good business 1s 
area for a 


going to continue im this 


Kveryone i 


long time to come 
Houston is making money today 
and there's little to discourage thos 


going into new business ventures. 


Such enterprises have nothing o 


the boom nature about them tor 
everything is being carefully planned 
and executed 

There is, Of course, considerable 
concern about credit problems again 
and few houses are inclined to be as 


generous, Or as careless, as they 
were a few years ago Phe cus 
tomer who gets credit at a local job 
redit 


ber’s house todav merits that « 


for he 1s Investigated 


rect 


thoroughly 


only by the ¢ 


and watched not 
department but by each individual 
lerms are |x 


salesman as well. 


coming stricter and there’s less 1 
clination to sell now on a “pay any 
time soon” basis. In the past such 


offers could be made with the ce: 


taintv that they would never be 
used. 
Local credit men feel that the 


ereatest current danger will be over 
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WARREN ELECTRIC CO. OF TEXAS 














rather than 


oadineg Pood accounts 


acquiring shaky accounts. They feel 


that it will be hard for contractors 


and dealers t readjust themselves 


to more stolid business conditions 


and that not all will be able to see 


the quick return of normal business 


conditions. “loo many will attempt 


to keep rmght on doing business un 
der the “boom” 


philosophy of the 


past lew vears and are going to find 


themselves ‘over-bought”’ and 
therefore can be CX cted to meet 
with difficulty in) honoring — thei 


obligations 
Botl 


also ol 


and credit men are 
+] 


‘kout fo Lhe 


— 
salesinel 
+] ] 


1¢ 1c long 


effect such — over-loading 


Tahnye 


might have on these accounts. 


load 


returns to 


“Over a man when business 


normal and he'll blame 


vou imstead of himself,” one credit 
man poimted out, “and the chances 
are he'll 


even if he 


take it out on the house 


meets his obligations in 
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ull. We hate to discourage anyon 


trem buying but we feel it our duty 
that 
tractor is plainly 


when we see a dealer or con 
stocking beyond 
his ability to sell within a reason 
able length of time.” 

Chere has also been a little “war 


goin 


scare” buyin this area, but no 
one seems to take it seriously as vet 
lf a national emergency should un 
fold, local jobbers expect a rapid 
acceleration in buving. The inter 
national developments of the next 
lew months will have a great deal t 
do with such orders, local jobbers 
feel, and the early trends mav not 
be indicative of what is to come it 
this area. However as some sort of 
huyving for stocking spree is antici 
pated, plans for countering it have 
heen discussed, but no one has done 
anything definite as vet 


Vhis mav well be one of the first 


arcas 


a 


in which such buying could 


pear for the Houston-Galveston 
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area is replete with war plants and 
industries which would be absorbed 
into any industrial mobilization 
plan. When it becomes apparent 
that this is being done jobbers ex- 
pect to have their hands full with 
the problem of supplying current 
demands. The time has been too 
short since the last war scarcity 
days and memories are very vivid 
as to merchandise that was short 
and almost impossible to obtain. 
Such stock-piling by contractors 
and dealers could be very harmful 
on the local market for there is still 
a tremendous day-to-day demand 
for everything jobbers have to sell 
in this area. Many commitments 
have been made on supplies and 
equipment of all kinds and it is cer- 
tain that every jobber will do his 
best to protect these commitments. 
It’s going to be a tough problem for 
wholesaler salesmen to handle and 
they are not looking forward to it 






with any great amount of zest. 
Such informal methods as have 
been discussed include an immedt- 
ate rationing of available supplies 
and materials once such a trend be- 
comes obvious. It is felt generally 
that this is one of the best solutions 
to the problem. Salesmen would 
study all such orders in the light of 
the customer’s need for the mer- 
chandise ordered and if the order 
seems to be beyond that need they 
would plead shortages and inability 
to fill the order. 
will depend in great measure on co- 


Such procedure 


operation between local houses on 
the point and whether or not this 
can be secured remains to be seen. 

Merchandise shortages  them- 
selves may take care of the problem, 
one salesman told your reporter, for 
there are no guarantees but that this 
situation will again cause disruption 
of today’s manufacturing schedules. 
Then of course the problem would 
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result in the jobber being worked 
from both ends and being very 
much in the middle! That is some- 
thing else no one hete wants to see 
happen again. 

Business is mighty good in this 
Houston area today in almost every 
line of trade and electrical whole- 
saling is certainly not the exception. 
If things continue at even near a 
normal pace this is going to be one 
of the bright business spots of the 
country for many, many months 
ahead. Only an international crisis 
and development of a “wartime 
pace” industrially in this country 
can alter the local picture and then 
it will be a scarcity problem once 
again and not one of any slowness 
of demand for merchandise. 

Houston hopes for the former 
and not the latter; it would rather 
fight its own battle for business for 
such combat has built a great indus- 
trial city here in southeastern Texas. 
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Electrical Wholesalers Respond 


Wherever Their Service is Needed 


LOWLY but surely and inevit 
ably industrial migration is re 
drawing the map of America. 
Already it has made itself felt in 
the operation of the electrical whole- 
saling industry and without doubt 
will make itself felt even more and 
over a wider area as new industrial 


construction in what were previ 


ously non-industrial areas supplies 
the nucleus for distribution 
centers. 


The ability 


new 


and flexibility of the 


electrical wholesaling industry to 
itself to 


changes is clearly shown in its ex- 


meet and = adapt these 
pansion over the years since 1939 
when the demands of war produc 
tion did much to accelerate the al 
ready slow-moving industrial my 
gration. 

During the war—irom 1939 to 
1945 billion dollars of 


private and public funds were spent 


almost ten 
for plant construction. By compari- 
son, postwar construction totals only 
about one-half as much or 
five billion dollars. 


close to 
Postwar expan- 
sion still has some time to run, how- 
ever, and it is fair to estimate that 
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changes in markets. 





The migration of industry in America has jumped into the forefront 
among current business problems and developments. Quite naturally 
its effect is being evidenced in the electrical wholesaling industry, for 
migration is no single industry or single region affair. Today the 
attention of the electrical wholesaling industry is being focused on 


the broad sweep of migration and it is adapting itself to meet these 











when completed it will add almost 
as much permanent new capacity as 
did wartime building. 

The tinal result when the current 
industrial expansion is completed 
will be a boost to plant capacity of 
50 percent 

Just what this means in terms ot 
industrial migration may be rather 
difheult to figure at first glance for 
nugration and construction are not 
necessarily svnonymous. 


\Where new and better equipment 


is installed in old plants or wher 
modern 
When 


old plants are replaced by new ones 


old plants themselves are 
ized there is no migration 
in another area then migration 
moves rapidly. 

Today industrial 
both 
for this reason it is somewhat dith 


will In 


industrial con 


constructiol Ol 


types is well under way and 


cult to foretell exactly what 
the final result of 
struction on migration But what 


has transpired in the past few vears 
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TODAY the South and the West are gaining even larger shares of new industrial construction than they did in World War II. 
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and what is currently taking place 
in industrial construction and mi- 
gyration furnishes a fairly well-de- 
fined pattern that can be used as a 
guide. 

The biggest gains to date in in- 
dustrial construction have been in 
the South and the West where one- 
half of today’s new plants are being 
erected——areas that held only a little 
more than one-fourth of all the pre 
war plants. Thus the jump for the 
South and the West, in a little over 
a decade will be almost 100 percent 
while the Northeast regions will 
have gained only about one-third. 

Yet even with half the war and 
postwar construction, the South and 
the West will gain only a seemingly 
small increase in the proportion of 
all U. S. factory workers. A dozen 
years of accelerated migration will 
raise their share of U. S. factory 
jobs from 28 percent to about 35 
percent. 

To the electrical wholesale dis- 
tributing houses operating in those 
areas where industrial construction 
is expanding so rapidly an intensi 
fied sales effort on their part to go 
after the electrical equipment needed 
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REGIONS’ PERCENTAGE SHARES OF U.S. 


Hi new plant 
very profitably undertaken. 
Conversely, for those wholesjers 
operating in the areas less affected 
by new plant construction the great- 
er part of their industrial sales et- 
forts can be devoted to supplying 


Thus the bulk 


of business to this segment of their 


established plants. 


market will continue to move in the 
same old grooves and they can plan 
accordingly 
Growth of Wholesalers and Regional 
Changes 

Vew England. The transition from 
non-durable to durable goods 1s 
gradually being made in this area. 
Non-durables have taken New [ng- 
land’s worst declines recently and 
yet its share of U. S. totals increased 
in three of six metal-working in- 
dustries. Durables, in fact. account 
for three-fourths of the 
over-all job gains since 1939. 


region's 


These facts go far toward ex- 
plaining why in comparison to an 
over-all national growth of 39 per- 
cent in the number of verified elec 
trical wholesale distributor outlets 
1939, New 


seventh with an increase of 13 per 


since Kngland ranks 


Farm Wes? 








Southwest 


THE REGIONS’ SHARES of postwar industrial construction are shown with their shares of U.S. population, income and industry. 


construction can be 


TOTAL 
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Great Lakes 





cent, the smallest gain in outlets of 
any region. 

Middle Atlantic. 
est regional loss since 1939 was ex- 
In contrast 
to its 30 percent share of existing 
employment, it has only 20 percent 
of new plants and it is estimated 


The second larg- 


perienced by this area. 


that the region will get further cuts 
in its over-all shares, even if its 
total industry continues to grow. 
Yet, Mid-Atlantic shares of the na- 
tional totals have risen in five manu- 
facturing industries since 1939, and 
the region has held its own in two 
major specialties, apparel and mis- 
cellaneous products. 

Electrical distributors 
have increased 34 percent in number 


wholesale 


in this region since 1939. 

Great Lakes. With its shares hav- 
ing dropped in 14 of 20 industries 
and its new construction running 
below its present stake in manufac- 
turing, the Great Lakes region has 
begun to slip from its position as 
the heart of industrial 
growth. Until now the trend away 
from this area has been slight but 
general. 


American 


Here the growth of elec 


trical wholesale distributor outlets 
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has increased 42 percent in number 
from 1939 to 1948. 

Southeast. Moving ahead steadily 
in most lines over the this 
region has emphasized specialties, 
such as textiles, paper mills, and 
lumber in which it scored its big 
[t moved up 


years, 


gest gains since 1939, 
well but not as sharply in food and 
rubber and has registered a near 
average gain in many other manu 
facturing lines. 

The allotment of 
tion in the Southeast suggests that, 
all in all, its industrial growth will 
continue at a moderate pace. 


new construc 


To match and service this growth 
and to prepare itself to the 
future demand of this area the elec- 


meet 


trical wholesaling industry has ex- 
panded 55 percent in number in the 
1939-1948 period. 

Farm West. 
tion in this region indicates contin- 


Postwar construc- 


ued mild but general industrial ad 


vance. It is interesting to note that 
where food industries made up 
one-third of prewar factory jobs, 


they provided only one-sixth of the 
1939-1947 job gains and that the 
1. S. have 


region’s job shares of the | 


advanced in 18 of 20 manufacturing 
Klectrical 
wholesalers in the Farm West have 
risen 26 per cent in number since 
1939, a smaller gain than in most 
regions but evidence that the indus- 
try is keeping up with the develop 


lines since prewar days. 


ment of the region. 
Southwest. 
most every industry group, this re 


By advancing in al 
gion has become greatly diversified 
industrially and its expansion, 
through new plant construction, is 
triple the nation’s average pace. 
Growth in the electrical wholesal- 
ing industry in this region has been 
66 percent in number of houses 
paralleling the industrial growth of 
the region itself and ranking tops in 
increases by regions. 
Far IWVest. Yoday 
running even faster than wartime 
building in the Far West and this 
region can well be classified as the 
nation’s 


construction is 


center of greatest growth 
portion 
through migration from other areas. 
Where food and lumber made up 
almost half of 1939 factory jobs, 
they provided but a fifth of the 1939- 


Metals and chem 


of which a large came 


1947 expansion. 


ical lines——so called “war indus 
tries’—have almost trebled their 
jobs and now balance food and 
lumber. 


Third largest increase in number 


of electrical wholesale houses was 
recorded in this region with a gain 
of 52 percent. 

It can be readily seen then that 
the 


has not 


electrical wholesaling industry 


been at a stand-still during 
this period of industrial growth and 
regions. 


1939-1948 


change by lor during the 


period with an over-all 
growth of 39 percent in number of 
houses nationally, the individual in 
creases by region ranged from 13 
percent to a high of 66 percent. 


the 


Quite likely question may 
come to mind why a region like 
New England which has suffered 


sharp declines in its share of indus 
trial jobs should yet show an in 
crease of 13 percent in the number 
houses 


of electrical wholesaling 


serving the area. It is necessary to 
point out only that increased de 
mands on the services of the electri 
cal wholesaler by his commercial, 
contractor and retail outlet custom 


ers have brought this about. 


Growth of Electrical Wholesaling Houses by Regions 
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industry has closely paralleled 
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Again and again, material shortages have restricted the 













production of the popular, work-saving, time-saving Dolly 
Madison Electric Ice Cream Freezer. But now—Porter’s 
production lines are singing once more—turning out 
ee Dolly Madison’s in volume. You must act promptly, how- 
Sd "4 : }: Ris ; 1. 

ever, to have your order delivered immediately—to make 


sure that you cash in on the big pent-up demand for 


Only the GENUINE nn 


electric DOLLY MADISON and the famous HUSKY 
hand freezer have all these exclusive Porter features 


SUPER-SMOOTH OPERATION , 
No other freezer turns easier than the famous Husky— nanan sg 
7, 







thanks to precision manufacture and the use of modern 
die-cast zinc gears, with a permanent-mould aluminum 
main frame for accurate mechanical alignment 

Dolly Madison, of course, is powered with a 110-120 v 
50-60 c. AC electric motor. 


ICE-SAVING TUB F “¥ Call) 
Unlike big, old-fashioned ice cream freezer tubs 


@ Husky and Dolly Madison have compact, streamlined tubs— 
to save on ice—yet to freeze faster! 


“THORO-MIX” DASHER 
Both Husky and Dolly Madison have dashers of exclusive 
“Thoro-Mix” design—plus Porter easy-motion 

“ action that makes creamy fine-textured ice cream— 





and makes it easier—and faster! 


LEAK-PROOF CREAM CAN 


Formed of superior quality coke tin plate, both 

Dolly Madison and Husky have double-seam cream cans 
reinforced at top with double-thickness 

flange and rolled bead for extra sturdiness! 


WORLD’S LARGEST MANUFACTURERS OF HOME ICE CREAM FREEZERS 


She HE. THOU 211108 


Manufacturers of America's Favorite Ice Cream Freezers ... YEARS OLD 


HOME OFFICE: OTTAWA, ILLINOIS EXPORT OFFICE: 201 NORTH WELLS STREET, CHICAGO, ILLINOIS 
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30,000 


Hours 


In 1958 


Predicting 72 percent increase in elec- 


tric power sales during the next ten 


years is tantamount to forecasting at 
least an equal increase in the sale of 


all types of electrical products 


By Gwilym A. Price 
President 
Westinghouse Electric Corporation 





Gwilym A. Price 





l* the last minute was typical of 

all the minutes that will tick 

by in the next ten years, it 
brought an addition of slightly more 
than 30,000 kilowatt hours to the 
annual sales volume of your indus- 
try. Multiply that by 5,256,000- 
the number of times the second hand 
on your watch will go around in 
that decade—and you arrive at an 
increase of 157 billion kilowatt 
hours, which will result in total an- 
nual sales of 374 billion. When 
that figure is attained, as we predict 
that it will be, the American public 
will be using in one day as much 
electrical current as it required in 





six months, in the earliest years of 
this century. 

This forecast of a 72 percent in- 
crease in your sales of power re- 
sults from a study recently made to 
assist our Company in its forward 
planning. Of course such predic- 
tions may not be made good exactly. 
The projections are on a long-term 
trend basis, with no attempt to time 
such cyclical swings as may occur. 
They are based on our assumption 





Address delivered at the Conventior 
of the Edison Electric Institute, 
Atlantic City, N. J., June, 1948 


of the continuance of a high level 
of peacetime industrial activity and 
employment. Please mark that word 

-peacetime. 

This study was made by men who 
have spent their lives in this busi- 
ness. They have had the benefit of 
consultation with leaders in your 
industry and in other industries, and 
various governmental authorities. 
While we exonerate all of these 
friends of blame for our errors and 
responsibility for our optimism, we 
are more than grateful for their 
generous aid. 

Within the next decade, the 
power-generating facilities of our 
country will need to grow to about 
95 million kilowatts. This repre- 
sents an increase of about 80 per- 
cent over the present installed ca- 
pacity—an annual increase of over 
four million kilowatts, even without 
replacement of obsolete equipment. 
\nd this is not all, because your 
systems will have to be expanded 
to handle this power. In the next 
ten years you may spend, for new 
construction, an amount equal to the 
present value of your utility plant 
after sixty years of growth. 

What are the components of this 
expected increase in the use of 
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electric power, which will challenge 
your industry’s facilities and you 
management skill? Let me touch 
briefly on the major sources of the 
demand which we foresee—a de- 
mand based on the fact that there is 
no visible ceiling for American in 
genuity and productivity or for 
American standards of living. 
Naturally, improved living stand- 
ards are a prime reason for the pre- 
diction that there will be a 73 per- 
cent increase in average use by resi 
dential customers, while the number 
of customers increases by one-sixth. 
\s a result, the readings on your 
residential meters should be doubled. 
Next, there will be a great in 
crease in the farm load. The num 
ber of electrified farms cannot be 
expected to continue the rate of in 
Neverthe 
less, we anticipate a 42 percent rise 


crease of recent years. 


in the number of your farm cus- 
tomers, to the point where nine farm 
families out of every ten in the na- 
tion will be benefiting from electri- 
cal service. The average annual 
farm load should go to 4,000 kilo- 
watt hours. On that basis, the sale 


of current to rural customers will 
be more than doubled. 
Again, our forecasts show that 
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LIGHTING SALES must 


grow even faster than the 72 percent 


inevitably 


increase in electric power sales which 
Mr. Price forecasts by 1958, because 
lighting salesmen not merely have the 
job of selling modern lighting into 
new buildings and homes. The much 
greater task is to sell modern lighting 
to replace the sadly obsolescent 
equipment in already existing homes 
stores, office buildings, hospitals, 
etc., etc. 


The EDITOR 











the use of power by small businesses 


industrial and commercial—will 
rise by more than one-half, while 
demand from the large industrial 
and commercial establishments 1s 
likely to climb even more 

In this survev, we have tried to 
he hard-headed and _ realistic. The 
estimates are based, so far as pos 
siblé, on fact; they are not mere 
eXtensions of curves of past pet 


formance However, large as are 
these charted increases, we sincerely 
believe that ouw predictions are on 
the conservative side. ‘This is be 
cause numerous trends are at work 
some that may be calculated with 
a fair degree of accuracy, some that 
are less tangible. Let me cite some 
examples. 
there 


the 


Some of these will add up to new 


Hirst, are conspicuous 


changes in industrial scene 


or essentially new industries: al! 


will build power system load, eithet 
indirectly 


directly o1 Each entails 


the use of large amounts of steel, 
apparatus of many kinds, fabrica 
tions—all of which require for thei 
creation a large amount of electric 
power. ©me  extra-favorable — ci 


cumstance about vour business ts 


that it stands to gain two ways from 
every 


new type ol equipment, every 


new product It takes power to 


build and equip the plant, as well 
as to make the product 
synthetic fuel 


Consider the pro 


gram, for example. Uncertain 
world attairs and the threat of de 
clining petroleum resources make it 
appear inevitable that we shall see a 


new and gigantic industry created 
for the conversion of coal into liquid 
and gas fuels and chemicals. The 
first production stages of this an 


nounced program call for plants to 
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provide two million barrels of liquid 
The United States Bu- 
reau of Mines has indicated that in 


fuel a day. 


magnitude this will be five to ten 


times the size of the synthetic rub- 


ber program. It will call for many 


million tons of steel, fabrication 


facilities, and equipment of every 


description 
illustration, look to 


for another 


the steel industry, whose reserves 
of high grade iron ore are being 
depleted. Their problem is to treat 
low grade ores so that they may 
be brought up to equality with the 
better ores. This process requires 
great quantities of electrical energy. 
fa ton of 


ore will be raised from the present 


Phe power content of a iron 


hgure of 4 kilowatt hours to 7O 


kilowatt hours 


\nothet the 
lumber and paper industries, which 


trend is tound in 


traditionally were self-sutticient as 


to power. Sawdust, bark and other 


wastes Were more than ample to 
supply all the heat and power weeded 
about the mills. Recently, however, 


progressive companies have been 
learning to convert these wastes into 


Manv of 


will 


products these 


useful 


companies now have to dy 
power, 

While such changes in industry 
are somewhat startling, probably 
the greatest segment of load growth 
will 


fanuliat 


come from) expansion in more 


fields. Industry's continued 
trend to electrification is a logical 
which in 
than 


extension of the process 


the last twenty years more 
doubled the kilowatt hours per pro 
advance in 
the 


and 


duction worker every 


the simplification of design, 


ugher efficiency of processing, 
1 


the substitution of the machine for 


man’s labor, marks another step in 


+ 


he same. direction 


Under the spur. of rising labor 


costs and the general desire to in 


crease productivity, many industries 
are mereasing the speed of their 
processing lines The new steel 


strip mills are 
of 4,000 feet a 


vears ago, 1,500 feet per minute was 


operating at speeds 


minute. Only ten 


something to brag about. Tinning 
line speeds in some mills are being 
doubled Kraft 


a two-lane highway 


paper as wide as 
is being made 
as rapidly as 2,000 feet per minute 
One new mill, a few davs after its 
initial Operation, turned out a sheet 
19 feet wide, 


of heavy kraft 


paper 
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at the rate of nearly a thousand feet 
per minute for 36 hours without a 
break. That's 390 miles of paper- 
more than enough to cover a road 
from Pittsburgh to Atlantic City. 
lextile makers, glass manufactur- 
ers, and many others are also in- 
creasing the speeds of their process- 
ing lines. 


While 


interesting in themselves, they are 


these speed records are 
doubly significant to you and to us 


hecause they entail additional elec- 
trical equipment and electric power 
consumption far more than the pro- 
portionate Increases In speed. To 
double the speed of a processing 
line frequently triples or quadruples 
the power required, 

But opportunities for increased 
power usage are not limited to man- 
ufacturing industries. “Transporta- 
tion, already one of the large users 
of electricity, gives promise for ap 


preciable expansion in the use ot 


electric power, not only for city 
transit systems but also for main 
line railroads 


\s liquid fuel supplies diminish 


and costs rise, electrification of 
heavy traffic railroads becomes more 
attractive and can be expected to 
In the same way, mount- 
fuel and 
labor work to the disadvantage of 


vehicles on 


increase. 
ing costs of maintenance 
engine-powered city 
streets. Modern electric-driven ve- 
hicles are becoming more appreci- 


ated every day. 


This transit load is a desirable 
one for the central stations, and 
they can do much to influence the 


wider use 


»f electric power in urban 


transportation. Moreover, electric 


utilities have a recognized obliga- 
tion to the communities they serve 
to help solve the rapidly worsening 


trathe problems. I am sure you are 


as concerned with the swarms oft 
engine-powered “private — plants” 
that crowd our streets, as you are 


with the “private plants” remaining 
in industry. 

The answer to the trathe problem 
is not just to build more and better 
highways—for that only multiples 
the automobiles and buses that use 
them—but in some greatly improved 
public transportation systems ca- 
pable of providing unusually high 
Vehicles driven by 
are the best solution. 
Incidentally, about $3,500 worth of 


equipment 


vy ade service. 
your power 


electric installed in a 
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Within the next ten years power-generating capacity will have to grow 80 percent. 


trolley coach will, during its life- 
time, use perhaps $25,000 worth of 
electric power. At a time when the 
use of electricity is growing in all 
other fields, it is illogical that it 
should shrink in the city transit 
field. 

Many industries are just now be- 
coming aware of 
of high-frequency heating. As these 
develop, we may come to think of 
high-frequency installation, not in 
terms of a hundred kilowatts or so, 
but in thousands. 

While power companies must give 
their keenest attention to the new 
and expanded industries, they will 
not overlook the big though more 
prosaic job of modernizing existing 
manufacturing plants. In this con- 
nection, a little story about ourselves 
seems appropriate. You naturally 
would think—and so did we—that 
Westinghouse plants would be thor- 
oughly 


the possibilities 


electrified. But when our 


plant-planning engineers made a 
survey of our operations, they found 
that if we added all the new proc- 
esses and machines which are justi- 
present 
electric-power 


fed for production, our 


consumption would 
increase by 35 percent. Perhaps 
some of you gentlemen who supply 
us with power are glad that the ne- 
cessity of keeping our present equip- 
ment going and making deliveries 
prevents our making this extra de- 
mand on you immediately and _ all 
at once. 

Naturally, our conviction as to 
this ever-mounting industrial de- 
mand for power is based in part on 


Phat the 
industry 


what we see closest to us. 
manufacturing 
has full faith in the future of you 
industry is emphatically shown by 
the steps these manufacturers have 


electrical 


taken to expand their facilities. 
\nd, as a reciprocal measure, every 
such step means a further enrich 
ment of your-market for power. 
What our company has done in 
this respect is, I think, typical of 
our industry as a whole. 
war expansion program has resulted 
in nearly doubling our investment 
in plant and equipment, and in more 
than tripling our working capital. 
This has given us a productive ca 


Our post 


pacity approximately three times 
that of prewar days in_ physical 
terms. We expect this process to 


continue. We believe, you see, in 
taking our own medicine. 

Up to now, I have said nothing 
about the domestic load except to 
indicate our confidence in its con 
The forecast is for 
2,400 kilowatt hours per home per 
This is 


supported both by the realization 


tinued growth. 
year, ten years from now. 


that even the present potential home 
load is four or five times as large 
as that, and by well-known facts 
of human behavior. 
electrical device is introduced into 
the home, it takes root. No captain 
of industry can possibly outdo the 


Once a new 


American housewife in enthusiasm 
for labor-saving machinery. 

We need not dwell on such ob- 
vious, well-appreciated domestic- 
load builders as improved lighting, 
home freezers, air conditioners, 
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dish-washers, electric bed coverings, 


radio and television, and the changed 


power-habits that have resulted 
from the automatic cycle washer 
and its companion, the drier. There 
may be more news value to you in 
some less common items, modest 
in their unit watiage consumption 
but potentially important in_ the 
aggregate. 
Consider the bactericidal lamp, 
which can be a potent aid in the 
prevention and control of colds, 
other communicable 
These 15 and 30 watt 


lamps are a fine example of how 


measles and 
diseases. 


tiny loads can build up impressive 
totals. 
to be installed in each of the wired 


If just one such lamp were 


homes of the country, the aggregate 
addition would be 500,000 kilowatts 
at 100 percent load factor. 

We are likely to see other now 
uncommon devices take their place 
in the home, each helping to turn 
the disc of the 
Electronic 


watthour meter. 
recording devices may 
become a_ preferred method of 
“letter writing.” Libraries may lend 
books recorded on film, to be read 
on microfilm enlargers which could 
become as common as_ telephones, 
placed conveniently about the house 
and each equivalent in wattage to 
a console-model radio. Either as 
separate units or as adjuncts to tele 
vision sets, facsimile machines may 
hecome an accepted household ne 
cessity—operating while the family 
is at the movies or asleep, recording 
news, weather reports, and other 
desired information. You may think 
we are drawing too. greatly on our 
imaginations as to some of these 
items. But, if the past is any eri 
terion, there will be these or other 
developments just as remarkable. 
The more we delve into the source 
material of this forecast of power 
usage, the more conservative out 
estimates appear to be. Very quickly 
one ceases to wonder where the 
load will come from. The wonder 
is rather as to how the demand for 
power can be satisfied; will you be 
ready for these loads; can manu 
facturers build equipment rapidly 
enough; can it be installed soon 
enough; and the key question of all, 
will there be enough money to 
construction program 
which must be carried through ? 
Here too, we are optimists, and 
our studies give every encourage- 
ment. As to the industry’s tech- 


finance the 
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RESISTS .. . ozone, wear, sunlight, 
water, chemicals and most other nor- 
mally destructive factors. 


GIVES YOU... 14 colors including 
NEMA standards. 


PROVIDES... more conductors for a 


given space. 
HAS... excellent electrical properties. 


IS .. . easy to draw, easy to strip. And 
is light in weight. 


a A DIVISION 
B. F. Goodrich Chemical Company .... 2::::..... 


GEON polyviny! materials «* HYCAR American rubber + KRISTON thermosetting resins * GOOD-RITE chemicals 
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Wire and cable insulation made from Geon 
polyvinyl resins is suitable for industrial, 
manufacturing and utilities wiring. Where 
the best wire and cable insulation is re- 
required, specify Geon by name. For infor- 
mation regarding special applications, 
write B. F. Goodrich Chemical Company, 
Department K-10, Rose Building, Cleveland 
15, Ohio. In Canada, Kitchener, Ont. 
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nical ability to carry through this 
program, there can be no question. 
This industry always has been one 
of great technical accomplishment, 
and it will continue to be. 

As always, you will show con- 
tinuously increasing talent in get- 
ting more out of your systems. At 
the same time, you will need, and 
you will get, consistent improve- 
ments in electrical apparatus. This 
improvement will not be by magic, 
but by step-by-step progress. Obvi- 
ously, your operating experience 
and your consequent knowledge of 
your own requirements will be the 
primary guide for the apparatus 
manufacturer, who if he is wise rec- 
ognizes that there are many things 
hetter known by the user than by 
the maker. 

Our engineers tell me that you 
cannot safely count on atomic power 
to carry any major part of these 
loads which will come in the next 
decade. But there are other valu- 
able aids. [or instance, we have 
put into operation a device called 
the analogue computer. It is be- 
yond my powers of understanding 
and description. But I do know it 
will do almost everything human 
mathematicians can do, several 
thousand times faster and without 
With it, in only one year, 
we have been able to study more 


error. 


of the mechanical behavior of cer- 
tain apparatus than in forty previous 
It will be a notable tool for 
you in studying power systems. 

The greater adoption of stand 
ardization is going to help us all in 
building and installing more equip- 
ment. With standardized equip- 
ment, you can arrive at your goals 
less expensively and more rapidly. 
Some people said steam turbines 
simply couldn't be 
Last year, over half of the large 
turbines we sold were standardized 
machines. 

In common with all industry, you 
face the problem of accelerated 
bsolescence of plant, due both to its 


years. 


standardized. 


wear and to the necessity for sub- 
stitution of superior equipment. 
his situation may lead the utilities, 
as it has other industries, to adopt 
holder programs of retirement of as- 
sets. This will call for understanding 
judgment on the part of the authori- 
ties who pass on rate structures and 
security issues. You cannot be ex 
pected to satisfy these vastly ex- 
panded power demands with the 
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existing utility plant and treasury. 

Earlier, I said that you may find 
it necessary, in the next ten years, 
to spend for new construction an 
amount equal to the present value of 
your plant. This is assuming that 
the dollar retains its present pur- 
chasing power. If the price level 
goes up, your financial requirements 
will rise accordingly. 

[n most periods of our national 
history, any industry which could 
point to such promising markets as 
those which lie before you would 
have found investors clamoring for 
That this is not now 
true, for your business as for others, 


its securities. 


is sorry evidence of what is wrong 
with our present economy. 

Capital expansion since the war, 
the greatest in peacetime history, 
has been financed up to now almost 
entirely out of industry’s own funds 
and its borrowings. The water is 
running low in both reservoirs. So 
we look to venture capital to prime 
the pump for the future; and we 
find that the trickle from that stream 
supplied only 2 percent of capital 
expenditures in 1947. 
Hourishing 


That was a 
when cor 
porate profits were said to be so 


year, too, 


enormous that, surely, any wise in 
vestor should have been speeding 
his money into the stock market so 
that he might share in the harvest. 

ther speakers are covering this 
topic more fully. I touch on it 
just long enough to make these 
observations : 

1. Venture capital will not go to 
work for today’s starvation wages 
by which I mean the meager net 
cash return after corporate and in- 
dividual taxes are paid. 

2. The simplest and 
method of raising those wages is 
to eliminate the double taxation of 
dividends, by making them free of 
tax on the stockholder. 

3. This would result in large 


fairest 


scale investment, reduced debt and 
fixed charges, enlarged and mod- 
ernized productive facilities, lower 
costs and higher — living 
standards, and continued full em- 
ployment. 

4. The benefit to the stockholder 
would be shared by those millions 


prices, 


for whom jobs would be created, 
and preserved, and by the nation as 
a whole. 

The shortage of venture capital 
is today’s most critical domestic 
question. Sound solution of that 





basic problem will open the door to 
a productive and profitable future 
for everybody. If, as I think, that 
solution is so clearly marked, surely 
all of us can unite, not for selfish 
reasons but in the true national in- 
terest. The resulting advantages 
would be immediate, universal and 
lasting. 

This money problem will be 
solved, because it has to be So, 
too, with every problem that may 
materials, 


arise as to machines, 


operating techniques, management 
methods, or sales expansion. There 
is, I repeat, no ceiling to \merican 
ingenuity, especially in the presence 
of opportunity and incentive. 

A year ago, on this same platform, 
Elmer Lindseth said to you: “No 
other industry offers more oppor 
tunity. Our possibilities are un 
limited.” Anything I have said to 
you is only confirmation of that 
statement. If I have succeeded at 
all, it is in helping a little to pile 
up the evidence that this unlimited 
future has in it both ample room 
and urgent demand for the best 
manpower that you can bring into 
it, as well as for the leadership that 
vou are raising from the ranks. 

If there is a manpower problem 
in your industry, is not the answer, 
first, to provide all those forms of 
recognition and compensation that 
spell incentive, and next, to bring 
the thinking of these future leaders 
up to the higher and broader level 
which the facts so richly sustain ? 

You men are here today because, 
years ago, you sensed your indus 
try’s oppertunities and reacted to 
its incentives. If you can transmit 
that vision to those who are follow 
ing you, if you can fire their im- 
aginations with the still greater 
Opportunities that even now = are 
squarely facing you and them, | 
am satisfied that your industry’s 
ultimate horizons will be far beyond 
those [ have tried to define. 

From the beginning the electric 
power business has been an industry 
of progress. It 1s a monument to 
what can be accomplished by free 
men and private enterprise operat- 
ing under our system of govern 
ment. You can gain ample satis- 
faction from your past accomplish- 
ments. At the same time, you can 
look with assurance to a future 
which will far outshine the most 
glittering of your industry’s previ 
ous chapters. 
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CEILING Two minutes that’s all the time owner E. Ernesty says it takes to install a sample fixture using plug-in 
strip and stud at State Electric Supply’s new showrooms. All photos by National Electric Products Corp. 


Plug-In Strip Solves Problem 


HK old saw about “taking 
your own medicine” could be 
aptly applied to State Electric 
Supply Co. of Pittsburgh whet 
it moved into its new headquarters 
except there was nothing bitter 
about the medication. 

Naturally an important part of 
the new headquarters was the light 
ing fixture showroom. How to 
most effectively and efficiently lay- 
out the showroom was a_ problem | 
that, after much diagnosing, was 
readily solved by a “prescription” 
taken right out of State Electric’s 
own dispensary—the stockroom. 

Having distributed thousands of 
feet of multi-branch circuit assem 





blies over the years, State Electric 
Supply decided to use plug-in strip 
runs on the ceiling, wall and base 
board of the showroom. 

More than a 1000 feet are used t 
spread outlets across the area 





FIXTURES are hung from studs mounted on the ceiling between runs of a plug-in : ; 
strip—a fixture display method State Elec. Sup. reports to be the best it has used. Parallel runs of multi-outlet brancl 
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WALL Approximate location of a planned table lamp 
display is indicated by Miss Miller of State Elec. 


In Lightin 


circuit assemblies are spaced every 
18 inches across the ceiling and fix 
ture studs, mounted on the ceiling, 
are centered between the steel chan 
nel containing the receptacles. Thus 
lamps and lighting fixtures can be 
quickly plugged in 

Where table lamp display coun 
ters are located the plug-in strip is 
run across the wall at counter 
height. For floor lamp display the 
plug-in strip runs four inches up 
irom the floor eliminating trailing 
and cumbersome extension cords 
and furnishing a convenience out- 
let every six inches for each lamp 

Ik. Ernesty, owner of the State 
lectric Supply Co., reports that 
only two minutes are required to 
mount a sample of a new fixture 
line and that when a contractor de 
sires to take a fixture with him, the 
removal from the fixture stud and 
lug-in strip is accomplished just 
Ss promptly. 
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. L 0 0 E Plug-in strips aid wholesaler’s “every floor lamp 
ready for immediate demonstration” policy. 


Fixture Showroom 
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UNIQUE DISPLAY BALCONY {greets customer’s eye with a panorama of lighting 
fixtures and lamps at State Elec. Supply’s new home at 910 Penn Ave., Pittsburgh, Pa. 
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gud, THIS IMPORTANT ADVANTAGE — 
PRACTICALLY NO VOLTAGE DROP! 


Contacts. that carry maximum currents with a minimum 
voltage drop are only part. of the many new advantages you 
get with Bendix-Scintilla* Electrical Connectors. The use of 
“Scinflex” dielectric material, an exclusive new Bendix- 
Scintilla development of outstanding stability, increases 
flashover and creepage distances. In temperature extremes, 
from —67° F. to. +300° F., performance is remarkable. 
Dielectric strength is never less than 300 volts per mil. 
Bendix-Scintilla Connectors have fewer parts than any other 
connector on the market —and that means lower maintenance 
costs and better performance. *REG. U.S. PAT. OFF 


Available in all Standard A.N. Contact Configurations. 
Write our Sales Department for detailed information. 


"ss @ Qavaooexrtswzan — 


BENDIX 
SCINTILLA 
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TIMER 


This portable, all-electric household appli- 
ance timer has a built-in switch which auto- 
matically shuts off radios, sun lamps, wash- 
ing machines and other household appli- 
ances after any pre-selected time from | 
to 60 minutes... As a reminder timer in the 
kitchen, it notifies user that cooking time is 
up by means of a continuous signal. Its 
compact, light weight, metal case is fur- 
nished in a choice of maroon with white, 
white with blue, or white with red. This 
timer is listed by Underwriters’ Labora- 
tories, Inc. for 1150 watts, 1/4 hp., 115-V a.c. 
Paragon Electric Co., 1630 Twelfth Street, 
Two Rivers, Wis. 





COMB. RADIO AND INTERCOM 


This combination radio and inter-call system 
can be used as a regular radio for both 
home and industry, as a radio and channel 
the radio reception to the extension unit, or 
as an inter-call system for instant two-way 
communication. It has four tubes, a 
selenium rectifier and 5 inch Alnico V 
dynamic speakers in both master unit and 
extension unit. Cases are made of plastic 
in either black or ivory. The master unit 
is 7 inches wide, 7 inches deep and 6!/, 
inches high. The extension unit measures 
534 inches wide, 434 inches deep and 5 
inches high. Setchell Carlson, Inc., 2333 
University Ave., St. Paul 4, Minn. 























MINIATURE house shows a simple, inexpensive installation 
of a heating cable that will keep an open channel through ice 
dams which form on roof eaves during winter causing seepage. 
General Electric Co., Schenectady 5, N. Y. 





LIGHTING UNIT- 


Improved Controlens prism design gives in- 
creased efficiency in this lighting unit, ac- 
cording to the manufacturer. The unit is de- 


signed for vertical surface and control board 
lighting and uses two 150-watt lamps. Holo- 
phane Company, Inc., 
New York, N. Y. 


342 Madison Ave., 








FLUORESCENT FIXTURE 


This fluorescent fixture features an over-all 
depth of only 3!/2 inches. The bottom glass 
or louver is mounted in a cradle that hinges 
on either side, permitting easy accessibility 
to parts and wiring. Fixtures can be mount- 
ed individually or in continuous rows and 
either stem-mounted or flush to the ceiling. 
All-Bright Electric Products Co., 3917-25 
North Kedzie Avenue, Chicago 18, Illinois. 
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CONNECTOR — 

Formed of pressed steel, electro-galva- 
nized, and of the ‘'rock-in' type, this con- 
nector has a hook that protrudes from 


the lower plate up through a slot in the 
upper strap. When loomwire is inserted in 
this connector, the upper strap moves up 
and engages the upper portion of the 
hook. This forces the integral 
flange—which is through the 
knockout of the box—to position itself off 
Three 
gripping surfaces have the purpose of as- 
suring a tight hold on the cable without 
the danger of sheaths 
and insulations. Underwriters’ Laboratories, 


movement 
“rocked-in" 
nodes on the inner 


center. small 


breaking through 


Inc. has approved this connector for instal- 
non-metallic 
14/2, No. 


National 


lation with loomwire or 
sheathed 


14/3, No. 


cables of sizes No. 


12/2, and No. 12/3. 


Electric Products Corp., Chamber of Com- 
Pittsburgh 19, Pa. 


merce Bldg. 





ALTERNATOR 


1,800 r.p.m., with 


exciter and 


Alternator in 187 kva size 
directly connected 
ment which 
switchboard. 
and ammeter are mounted on top of cab- 


arrange- 


eliminates need of separate 


Voltage regulator, voltmeter 


inet isolated by rubber to absorb vibration. 
Exciter armature is on independent shaft, 
permitting easy removal for commutator 
frames are of all- 


Endbells are of 


service. Alternator 


welded steel construction. 





heavily-ribbed cast iron. Fan with heavy 


gauge aluminum blades riveted to steel 
disc center provides flow of air through 
both stator and rotor. Alternator rotors 
are banded to protect against damage 


from over-speed. 
Mankato, Minn. 


Kato Engineering Co., 





ONE-WATT FLUORESCENT LAMP 


A one-watt fluorescent glow lamp for night 
light service has a walnut size bulb mounted 
in a plastic prong type base that plugs into 
any standard convenience outlet. Charac- 
teristics of the lamp are as follows: Rated 
rated volts, 110-125, a.c. or d.c.; 
bulb designation, S-I1; color, white; base, 
plastic two prong; rated average life, 3000 
hours (useful), 10,000 hours to burn out. 
Corp., Bloomfield, 


watts, I; 


Electric 


Westinghouse 
N. J. 








FLUORESCENT FIXTURE 


A line of fluorescent fixtures featuring a 
choice of interchangeable, hinged, detach- 
able glass doors or bottoms. The 
standard louver provides 60-degree cross- 
wise and 70-degree lengthwise shielding and 


louver 


is made of aluminum. Both louvers and glass 
doors feature separating hinges and are 
easily opened or detached without tools for 
maintenance or servicing. All models are 
three or four 40-watt 


features all metal sides. 


available for two, 
lamps. Series 21 
Series 22 has glass paneled sides to provide 
additional spread of light across adjacent 
ceiling areas. The Frink Corporation, 27-01 
Bridge Plaza North, Long Island City, New 
York. 
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BALLASTS 


A line of instant starting ballasts for use 
with long slim fluorescent lamps. These ba 

lasts are furnished in a universal lead design 
for direct mounting on narrow wiring chan 
nels and fixtures with leads coming out of 
the bottom or used for other applications 
with leads extended from ends. Models are 
currently available for single 42T6 and 7278 
lamps, 100 M.A.—two 96T8 lamps, 100 and 
200 M.A. Jefferson Electric Co., Bellwood 


Illinois. 





FLUORESCENT FIXTURE 


This four 40-watt 'Wafer-Thin' 
adaptable for every type of installation— 


luminaire is 
suspension mounting, surface mounting, in 
dividually or in continuous row. It is a 
heavy gauge all-steel construction through 
out. Louver is finished in durable baked 
white enamel, sides and ends in satin alumi 
num. Designed for 110-125 volts, 60 cycle 
a.c. operation. Mitchell Manufacturing Co 
2525 Clybourn Ave., Chicago 14, Illinois. 





FLUORESCENT LUMINAIRE 


This fluorescent luminaire has a unit entirely 
enclosed with homogeneous glass panels cf 
Alba-lite. It is available in 2, 3 or 4 lamps 
for surface or pendant mounting. One of 
its principal features is a completely framed 
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and hinged bottom panel which can be 
quickly and easily unlatched or removed en- 
tirely for speedy maintenance. This is ac- 
quired by means of a flat clip latch. No 
tools are required. Pittsburgh Reflector Co., 
410 Oliver Building, Pittsburgh 22, Pa. 





FAN —_—— 


This ten-inch fan and air circulator is 
mounted on a special bracket with smooth 
friction pivots so that the fan can be 
turned to discharge air straight up, down, 
horizontally or at any angle in a full 360- 
degree vertical circle. It has a shaded pole 
induction motor for 60 cycle, 105-120 volts, 
a.c. only. The fan is finished in gray wrin- 
kle on base and motor housing. It has a 
nickel plated steel wire guard and aluminum 
blades. The switch is located on the motor 
housing. Over-all dimensions are 12 inches 
by 8 inches by 1234 inches. Approved by 
Underwriters’ Laboratories, Inc. G-M Lab- 
oratories, 4300 North Knox Ave., Chicago, 
Illinois. 





MINIATURE BATTERY 


This 67'/2 volt battery is 
made up of multiples of tiny plastic cells 
which, when assembled, interlock 
matically to make the electrical connection 
between cells. Each individual battery cell, 
regardless of size or shape, produces _2p- 
proximately one and a half volts of elec- 
tricity. Because of this, it has been possi- 
ble to reduce the size of some cells to al- 
most wafer-thin dimensions without reduc- 
tion of voltage. Bond Electric Corp., Div. 
of Olin Industries, Inc., New Haven, Conn. 


miniature ‘'B" 


auto- 





TABLE-TOP model 50 gallon hot water heater designed to 
fit into the kitchen plan of modern small and medium size 


houses. 
46, Penna. 





CIRCULAR FLUORESCENT ——____ 


Circular fluorescent ceiling fixture for 
kitchens, bathrooms and recreation rooms is 
furnished complete with 32-watt fluorescent 
lamps and 6 inch strap. The fixture can be 
attached to 4 inch or 6 inch outlet box or 
can be connected to fixture stud. It is 12 
inches in diameter and 3!/, inches deep. 
Faries Manufacturing Co., Decatur, Illinois. 





FLUORESCENT FIXTURE —— ee 


This four 40-watt commercial fluorescent fix- 
ture (also available in two 40-watt mode!) 
is of all-metal construction and assembled 
of die-formed parts. It is press welded and 
has interlocking louvers. Each complete en- 
closure is individually mounted to the chassis 
by means of hand-operated spring tension 
clips. When released from the chassis, the 
enclosures are supported by service chains, 
eliminating the necessity of complete re- 
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Pennsylvania Range and 


Boiler Co., Philadelphia 


moval for maintenance operations. Louvers 
and side panels are finished in baked super- 
white enamel with ends and hangers in 
baked aluminum enamel. Day-Brite Lighting, 
Inc., 5404 Bulwer Avenue, St. Louis 7, Mo. 





FLOODLIGHTS 


Two general purpose floodlights, Type L-82 
(illustrated) rated at 300/500 watts and 
Type L-83 rated at 750/1000 watts, are de- 
signed for small area lighting. A_ tightly 
sealed hinged door, which is locked by three 
clamping lugs, replaces the clamped ring on 
older types. A locking handle on the eleva- 
need for 
Both of the types can be 
provided with a portable base as well as 


tion adjustment eliminates the 
using wrenches. 


the slip fitter and pipe clamp mountings. 
The portable base, which measures 14!/ 
inches in diameter, is made of steel with a 
hot-dip galvanized finish. 
Co., Schenectady, N. Y. 


General Electric 
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FLUORESCENT FIXTURE —— 


A glass shielded, single lamp fluorescent 
fixture built around a basic unshielded single 
lamp 20-watt and 40-watt utility fixture, to 
which have been added ribbed, opaque 
glass diffusing panels and end caps with 
decorative medallions. Joining of the units 
is accomplished by means of conventional 
bushings and locknuts. A one-half inch 
knockout is provided at the ends of the 
housing, for wire-way. Elongated holes at 
right angles to one another in the chassis 
permit fastening to a range of 234 inch to 
3¥% inch size outlet box. Sylvania Electric 
500 Fifth Ave., New York 18 


Products, Inc. 


N. Y. 





MOTOR STARTING SWITCH 


This switch can be used to start single phase, 
90 to 130 
volt, 50/60 cycle motors, ranging from 1/6 


split-phase, or capacitor start 


to '/3 hp., inclusive—with universal applica- 
Com- 
cadmium-plated brass 
designed for external 
that pur- 
pose is provided with flexible slotted metal 


tion to all motors within this range. 
pletely enclosed in 
case, the switch is 


or internal mounting and for 


straps, measuring 6 in. from end to end. 
Overall dimensions are: I'/g in. wide by 
1 11/16 in. long by | in. high. According 


to the manufacturer, this switch has been 
life tested to the extent 
lion starts and stops under normal operating 
load. Fitch, Allen & Co., 1131 


Ave.., Chicago 40, Ill 


of one half mil- 


Bryn Mawr 


















TIME SWITCH 


A time switch rated 35 amperes at 115 and 
230 volts and timed and operated by a syn- 
chronous, self-starting, permanently lubri- 
Designed for ON and OFF 
timing of a single circuit, the switch will 
perform one ON and one OFF operation 
during any 24-hour period and will continue 


cated motor. 


to do so daily without adjustment. It has a 
single-pole, single-throw mechanism with 
large, silver, snap-action contacts. It is 


equipped with a large 24-hour clock dial 
easily read and adjusted. Operation can 
be manual or automatic. Adjustable switch- 
tripping permanently attached to 


the dial are used for setting the switch for 


clamps 


automatic operation. Manual operation of 
either ON or OFF is possible independently 
of automatic settings already placed on the 
dial. The switching cycle is resumed auto- 
matically after the hand operation is com- 
pleted. General Co., 


Electric Schenec- 


tady 5, N. Y. 





KITCHEN COUNTER LIGHT ——— 


Designed for installation under kitchen cab- 
inets, this fluorescent counter light is avail- 
able in two sizes—I5 watt and 8 watt. Both 
units can be fastened to the bottom of 
either steel or wood cabinets. Knockouts 
are provided for permanent installation, or 
cord and plug for wall receptacle. Both 
sizes can be furnished with one or two 
standard convenience outlets to aid working 
Guardian Light Company, 301 
Oak Park, 


efficiency. 


Lake Street Illinois. 
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A fluorescent luminaire constructed entire|y 
of metal. The contoured louver has a sp: 

cial locking and hanging device that allows 
louvers to slide down into an open position 
on two slotted hangers. This feature pr: 

vents accidental dropping of the louver, and 
permits quick, simple relamping and clean 
ing. When desired, the louver may be com 
pletely removed by simply pressing the slot 
ted hangers. The fixture may be flush os 
suspension mounted, individually or in co 


It is finished in baked white 


tinuous rows. 


enamel with satin aluminum decorative 
metal end pieces. Dimensions are 28!/s 
inches long, I15g inches wide and 5%, 


inches deep. Operates on 110-125 volts, 60 
cycle, a.c. Listed by Underwriters’ Labora- 
tories, Inc. Mitchell Manufacturing Co 
2525 Clybourn Ave., Chicago 14, Illinois 














SOLDERING PENCIL — 


This soldering pencil iron is 7 inches long 
and has a maximum diameter of | inch. /t 
has four interchangeable tips: '/g_ inch 
chisel, '/g inch pencil, ¥g inch chisel, ¥ inch 
pyramid. Copper tip length beyond the 
heating coil is ¥g inches on the % inch 
tips and Y/g inches on the '/g inch tips. The 
iron has a 65-strand flexible cord and a 
plastic handle with both cork insulator and 
cooling fins. separator 
inates the possibility of a short, according 
to the manufacturer. 
watts. 


A ceramic elim- 
The element is 20 
The iron operates on 110-120 volts 
a.c.-d.c. Ungar Co., Los 
Angeles 54, Calif. 


Electric Tool 
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CAPACITOR 


Capacitor for motor application, rated 5.0 
muf., 330 volts, 60 cycles, with 10-gage 
steel protective shell and enclosed ter- 
minals.. Bushings are of silicone—a rubber- 
like material that seals permanently by com- 
pression without gaskets or stickers and is 
impervious to oils, acids, and alkalies. Steel 
mounting bracket is spot-welded to capaci- 
Leads are protected by in- 
sulating eyelets where they pass through 
the as and, according to the manu- 
facturer, are unaffected by baking heat, oil, 
water, or mild acids. General Electric Co., 


Schenectady 5, N. Y. 


tor enclosure. 





FLUORESCENT FIXTURE 


This all-steel industrial fluorescent fixture 
features a lampholder device that fixes the 
two 40-watt lamps in a rigid position. They 
cannot fall out, regardless of vibration, ac- 
cording to the manufacturer. Reflector is 
finished in white vitreous porcelain enamel. 
Dimensions are: Length, 493/16 inches; 
width, 13 inches; height, 7 inches. The fix- 
ture bears the Underwriters’ Laboratories 
label. Planet Products, Inc., 1501 S. Laflin 
St.. Chicago 8, Illinois. 





STORE LIGHTING UNIT 

Primarily a store lighting unit, this luminaire 
utilizes two 40-watt lamps and two 150-watt 
side prong base lamps, either spot or flood 
type. The bottom center panel is made of 
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BEAUTEOUS film star Jane Wyman studies a script while 
coffee is brewed automatically 
Corporation, Chicago 1, Ill. 


ribbed white glass. Side panels and end 
plates are finished silver gray. The louvers 
and reflecting surfaces are finished in white 
Fluracite. The fixture can be pendant or 
surface mounted individually or in continu- 
ous rows. Curtis Lighting, Inc., 6135 West 
65th St., Chicago 38, Illinois. 


FLUORESCENT FIXTURE 


This all-purpose fluorescent fixture is an all- 
metal construction with 35-degree and 25- 
degree shielding with metal louvers. Light 
diffusion upward is 40 percent (indirect) and 
(direct). Louvers 
swing down or can be removed entirely. The 
fixture is made of 20 gauge steel finished in 
high-gloss white baked-on enamel. Starters 
are externally mounted for easy accessibility. 
Leader Electric Co., 3500 N. Kedzie Ave. 
Chicago 18, Illinois. 


60 percent downward 





in automatic brewer. Cory 


FLUORESCENT FIXTURE 


This all-steel, two 40-watt lamp, fluorescent 
lighting fixture is designed for schools, 
stores, offices and institutions. The louvers 
of the fixture open from either side and can 
be completely removed without screws, 
snaps, or other similar fastening devices. 
The ballast is mounted on sliding brackets, 
so that hanger stems can be positioned at 
any point along the entire 4-inch channel. 
The side reflectors swivel upward easily to 
permit cleaning of the inner reflecting sur- 
faces without removing lamps. Smithcraft 
Lizshting Division, Chelsea 50, Mass. 





RECESSED LIGHTING UNIT —— 


Recessed flush lighting unit with wide angle 
lens in which the center section of the lens 
is clear, to high-light silverware, cut glass, 
etc. The clear lens center adds sparkle to 
polished metal objects. Fixture shown is for 
lamps up to 300 watts. The Kirlin Company, 
3435 E. Jefferson Ave., Detroit 7, Mich. 

















MR. FULLER, center, of Tristate's Hagerstown office poses with 
Mr. Parmlee (left) and Mr. Morris (right) of the Square D Co 


A GROUP OF TRISTATE LADIES in the reception hall prior 
to the Saturday night dance at Bedford Springs Hotel. 
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R. G. WANTZ, assistant sales supervisor of Tristate, and Mrs 





Wantz in front of the clubhouse overlooking the golf course 


TRISTATE ELECTRICAL’S 


The 2\st anniversary of the founding of Tristate 
Electrical Supply Co. was recently celebrated by 
the members of that organization and their guests 
at Bedford Springs Hotel, Bedford, Pa. 


@ Over a week-end President R. A. Stott played 
host to more than two hundred employees and 
guests from the Hagerstown, Baltimore, and Cum 
berland, Maryland, divisions of his company with 
a program of sports and entertainment that made 





MR. AND MRS. WEAVER of the Baltimore division remain un 


decided 


as to whether they should enter the ‘Paul Jones 
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CERTIFICATE OF PROFICIENCY and five shares of Tristate 


se stock were awarded those completing basic training courses. 


S 21st BIRTHDAY PARTY 


ite the anniversary an outstanding one in Tristate's 
by history. 


@ Highlight was the presentation of Certificates 
of Proficiency and five shares of Tristate Electrical 
stock to those employees who had finished courses 
in Basic Electricity and Basic Sales Training. This 
group included R. C. Robinson, O. C. Heleine, 





A. M. Reeder, Allen Kuhn, W. E. Dando. C. B. R. A. STOTT, president of Tristate Electrical and host at the 
ath Kirschman, Lino Franchi, S. E. Sanders, C. E. anniversary party, dances with Miss Hensley. 

ide Deneen and George Shinham. 

= CHARLES G. PYLE, N.E.W.A.'s managing director, presents SOME OF THE "TRISTATERS" sit out one of the dances during the 
oe certificate to R. C. Robinson, treasurer of the company. Saturday night festivities that wound up the anniversary party. 
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The high quality and long life of LEVOLIER | 
switches have been proven many times in actual 
service in the field. Nationally known manufacturers 

have reported that Levolier switches have been pulled 
on and off more than 180,000 times under normal load No. 1010—10 amp., 125 volt 
without a miss, and are still in excellent condition. These fluorescent control, Special 
field performances show that Levolier switches surpass the = re, 
Underwriters’ Laboratories requirements by three or four 
times. 

McGILL LEVOLIER switches are precision built. Every single 
part is carefully machined so that you are assured of maximum ¥ 
life and dependability. Widely used on variable speed motors, 5 
canopy and outlet box mounting, ventilating 4 
fan installations, sign flasher boxes, and 
transformer boxes, they provide positive con 
trol from any angle. 







































; 










f | 


No. 201—3 amp., 125 volt, 
2 circuit canopy pull switch. 


A complete description of the many types 
and sizes of LEVOLIER Switches is found in 


Levolier McGILL catalog #43. Send for free copy today. 


SWITCHES 





' Ne. 26—6 amp., 125 volt 
toggle switch. Single pull 
wire leads, “T’ rating. 


MSGILL manuracturine co., INC. 










Electrical Division 


350 N. CAMPBELL ST. VALPARAISO, INDIANA 


/ 


No. 265—6 amp., 125 volt. 
Double pole, double throw. 





GOOD PROSPECTS AHEAD 
aes: a 


—_— 
RPP PAA CA 
. ** Aaa + 


Cees ties 


Model 36 


Trim ivory plastic housing 
Two notes for the front 
door one for the rear. 


List Price, $4.95 


Nationally 


CHIMES Advertised 


Fut ay 4 
You're in the small-home mass market with the WHOLESAUNE” 





Liberty Line of sensibly priced door chimes. You're Bivitding 
in there with quality, too. . . . Liberty Chimes are 
craft-built for rich, pleasing tone quality, for years 
Model 86 . . 


of trouble-free operation. 


Nine smartly styled models from $3.50 to $19.95. All 
but the two lowest priced models come complete 
with transformer. Write for catalog. 


Micke MANUFACTURING CO. sd 


MINERVA, OHIO 
SINCE 1924 
DOOR CHIMES, BELLS, BUZZERS, TRANSFORMERS, SIGNALING DEVICES 


Classic design, 

rich ivory 

| | plastic housing. 

| Two notes for 

j the front door, 

f one for the rear. List 
Price, with 


transformer $8.95 
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NewsNotesF romN.E, W.A. 


By Alfred Byers, Secretary 


National Electrical Wholesalers 


Association 








WAGE-HOUR SURVEY 

The preliminary collection of data 
for the Wage-Hour Survey has been 
completed under direction of the 
Personnel and Labor Relations 
Committee. A number of N.E.W.A. 
members contributed information. 
The data are now being prepared for 
final review prior to authorizing the 
compiling of final reports for dis- 
tribution to members. 

It is expected that the informa- 
tion which may be released in a final 
summary and in Zone reports will 
provide the membership with data 
on hours and wages for a large 
classification of jobs which will 
prove helpful to them in their own 
personnel relations. 

The Committee is now preparing 
to undertake a further survey re- 
lating to working conditions in mem- 
bers’ establishments. In view of the 
growing need for practical and for- 
ward-looking policies in 
ment relations with employees, un- 
der present industrial conditions, the 
convinced that the 
Personnel and Labor Relations Com- 
mittee can contribute substantially 
to meeting that need by the infor- 
mation it is planning to develop with 
the full cooperation of the member- 
The Committee, under the 
chairmanship of Tom Joyce, vice 
president of Raymond Rosen Com- 
pany, Philadelphia, a member of the 
Appliance Division of N.E.W.A., 


has made excellent progress since 


manage- 


Association 1s 


ship. 


its formation some months ago. 


OPERATING COST COMMITTEE 
TO CONSIDER ITS PROGRAM 
Several recommendations for spe- 
fhe operating studies have been re- 
erred to the Operating Cost Com- 
iittee, as a result of discussions at 
ecent meetings of N.E.W.A. Com- 
ittees. Among the suggestions is 
ncluded the development of a daily 


Condition of Business” Report 
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form. 


This torm, showing the ac 
tual sales and financial happenings 
of the previous day, would be fur- 
nished daily to the Operating head. 
The Committee has been asked to 
develop this idea into a simple but 


comprehensive — suggested form 
which members might readily use, 
or modify for their own particular 
conditions. 

Another, among the several sug 
gestions, is for a study of the cost 
of handling radio and television re- 
Authorization was given 
some time ago for this study, but it 
has been felt that, until now, condi- 
tions in this field have been too un- 
usual to warrant a study which 
would result in developing sufficient 
ly representative data. 

The Operating Cost Committee, 
L. M. Nichols, chairman, is plan 
ning to hold a meeting at an early 
date for the purpose of developing 
a definite schedule for its activities. 


ceivers. 


N.E.W.A. STAFF ATTENDS 
IMPORTANT INDUSTRY EVENTS 


The Association's headquarters is 
always a pretty busy place. How 
ever, it 1s necessary for members of 
the staff to be 


out of town more 
or less frequently. Meetings of 
N.E.W.A. members and of Com- 


mittees necessarily require the pres- 
ence of some staff members. From 
time to time important industry 
meetings occur to which staff mem- 
bers are invited. 

Several such meetings have taken 
place during the past several weeks. 
Director of the Appliance Division, 
mn. <:. 
electrical appliance show so success 


Hill, participated in the large 


fully conducted by the industry in 
Charlotte, N.C. 

Managing Director Chas. G. Pyle 
—and your reporter 


were guests 


at the “revival meeting” of the mid- 
western branches of the industry 
held at French Lick Springs, In 


diana, earlier this month. The leader 
of that gathering was F. Rk. Eiseman, 
Revere Electric Company, Chicago, 
and a past Association Chairman of 


N.E.W.A. 


BOARD OF GOVERNORS CONVENES 
AT WHITE SULPHUR SPRINGS 


N.E.W.A.’s Board of 
will meet at the Greenbriar, White 
Sulphur Springs, West Virginia, on 
the 25th to 27th of this month. The 
Executive Committee will meet 
there on the 24th to complete un- 


(Governors 


finished business preparatory to the 
Soard’s meeting. 

Details of the Association's activi- 
ties for the balance of this year and 
half of 1949 


completed at this meeting. 


for the first will be 


HIRING AND IMPROVEMENT MANUAL 
NOW BEING ORDERED 


Since publication last month of 
the N.E.W.A. Manual on Hiring 
and Improvement, a number of or- 
ders for copies have been filled. 

This third 
vear, is regarded as ‘most helpful by 


service, now in its 
members who are using it. The Man- 
ual is easy to understand, simple to 
it has re- 
great amount of guess 
work (wrong many times) from the 
task of hiring an employee and of 
advancing and 


apply and, members say, 
moved a 


worth 
abilities justify promotion. 


one whose 


CATALOG AND MAJOR APPLIANCES 
COMMITTEE REPORTS DISTRIBUTED 


N.E.W.A. members received, last 


month, reports from the Catalog 
Committee, A. C. Prange, chair- 
man; and the Major Appliances 


Gillespie, chair- 
Both reports contain helpful 


Committee, K. G. 
man. 
ideas developed at these recent meet- 
ings which members can consider to 
their advantage. 















































ANNOUNCES NEW 


LOWER PRICES 


Paragon POULTRY 
HOUSE TIME SWITCHES 


The greatest news in years! Paragon Electric Company announc- 
es sweeping price reductions on the nation’s leading line of 
Poultry House Time Switches. Improved production methods 
make possible these low prices for users yet give jobbers and 
dealers a worthwhile profit on every poultry switch sale. Com- 
pletely merchandised .... nationally advertised. Write Paragon 
today for the complete sales and profit-making story. 


—uem ‘the PS-30 7 $73.29 


NO LIST 
WITH DIMMER 


Top-selling poultry switch in all farm areas! 

x Provides morning and evening lighting for uni- 

form, year-round laying and work schedules. 

: With Dimmer Circuit that lets hens roost safely 

before “light’s out.” Wall-mount model for BX 
connections. 


The “Plug-in” $1475 


NOW LIST 
WITH DIMMER 


Same as PS-30, but portable as easy to 
connect as a table lamp! With cord and plug 
to connect to any convenient 115V_ outlet. 
Bright’ and ‘dim’ lights can be plugged into 
side receptacles. With Dimmer Circuit. 












Paragon ELECTRIC COMPANY 


1630 12th STREET, TWO RIVERS, WISCONSIN 
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ard Reflector,” and the “Glassteel 
fuser” as well as the first clear 
semi-direct unit, and the first. st 
lanterns incorporating prismatic reft 
tors. He pioneered with the first cor 
uous-row ftluorescent installation in the 
industrial field. In recent years he has 
been concentrating on the eliminati 
objectionable glare in lighting installa 


tions 


Spoke in England 


Dr. Harrison continues also as a mem- 
ber of three international illuminatior 
societies: The U. S. National Committee 
of the International Commission on |] 


lumination, the Association Francaise 


es 
Eclairagistes, and the British Illumina 
ing Engineering Society. This sum: 

Dr. Harrison spent several weeks at 


Harrogate, England, and Paris, where 





he presented the annual address bet 
the British Society and technical pa 
on lighting practice before the Int 
tional Commission. In the brochure d 
scribing the British convention, D1 
Walsh, its president, wrote: “In parti 
ular we appreciate most highly the pres 
ence of Ward Harrison, whose nam 
a household word with all those who ar 
interested in lighting on both sides of th 


Atlantic.” 


Brown with Division Since 1920 


The new manager of the G. E. | 
Department's engineering division, 
Brown, joined the division in 1920 
since has been active in lighting for 


automotive, advertising, theater, tar 


school, industrial and other fields 


In automotive lighting, Mr. Brown was 


co-patentee of the widely-used metho 
of obtaining headlight beam depress 
by optical means from two-filament | 
lamps. He served on the board of dir 


tors of the Automotive Electric Assv 


1 


tion and as vice-chairman of the Cleve- 
land Section of the Society of Auton 
tive Engineers 

While Wn charge ot scho ] lig ting 


activities at Nela Park, Mir. Brown serve 
as secretary f the committees ot 
I.F.S. and the American Standards 
sociation which developed the cut 
“Americal Recommended — Practice 
School Lighting.” Later he Was 


1 


irge of General Electric’s indust 
lighting activities, and directed the 
velopment of continuous-row fluores 
lighting, which became standard for 


plants during World War I] 
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Graybar Electric Names 
Two District Managers 
NEW YORK—A. H 


‘ravbar Electric Co., 


Nicoll, president, 
—e ] ’ . } 
recentiv announced 


the appointment of L. G. Fields as dis- 


trict manager at Richmond, Va., and 

R Sayre as district manager at Jack 
ille, Fla 

\ Fields has completed 24 years with 

Gravbar as_ selector, salesman, branch 

ynager and for the past eight vears as 

strict manager at Jacksonville. In his 





bs, Ss 


Fields 


Fields will supervise 
six branches at Charlotte, Asheville, Dur- 
am and Winston-Salem, North 


new capacity, Mr 


Caro- 


ina: Norfolk and Roanoke, Virginia 
Mr. Sayre started with Graybar in 
Memphis, Tenn., as a warehouseman in 


1921. In 1923 he was made a salesman at 


Memphis and in 1939 transferred to At 
lanta as manager, outside construction 
lepartment. He was made manager at 


Memphis in 1943 and has held that posi- 


intil his recent appointment 


Mr. Sayre’s new responsibi ities will 
lude supervision of Graybar’s branches 
1 Orlando, Miami and Tampa, Florida 


Midwest-Timmerman Co. 
Marks 31st Anniversary 
DAVENPORT, IOWA—G. J. 


merman and the staff at 


Tim 
Midwest-Tim- 


in Co, recently celebrated the firm’s 

rst anniversary The company 

as its home office at 114 Western Ave., 
) wort and a branch office at 810 


en Des 


Moines 


Midwest-Timmerman Co listributes 
al products throughout Iowa, IIli- 
Nebraska, Wisconsin, South Dakota 

il issourl 
limmerman is president of the 
Other officers are Bb. J. Kerpes 





| 
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BROWN 


BAKELITE 
NO. 4071 


WHITE 


PLASTIC 
NO. 4071-W 


PULL CHAIN LAMPHOLDER 


LISTED BY UNDERWRITERS’ LABORATORIES, INC. 


Aen 
w 
/ 
\ 


UL) 


This NEW Bakelite or Plastic 
Pull Chain Lampholder has 


convenient back mounted con- 


» 
A 
G 















tact screws for easy wiring... 
full space in box. 


Box sealing rings and reinforcing feet - 
offer a firm foundation for mounting. 


Thick reinforced sections eliminate break- 
age. Light weight makes handling easy. 

















The usual “UNION” high quality 
insured throughout. Durable 






UNION” PRODUCTS 


Weatherproof Pigtail Sockets 
Ever-Ready Pin Type Sockets 
Insulated Conduit End Bushings 
Insulated Entrance Bushings 
Bakelite Outlet Boxes & Covers 
Bakelite Lamp Receptacles 
Hay Mow Lighting Fixtures 
Pull Chain Lampholders 


enclosed switch mechanism. Each 


cover tested electrically. 







There’s Safety in “UNION” 





UNION INSULATING CO., INC. 
PARKERSBURG, WEST VIRGINIA 















TWO PROFITABLE 
S! 





WHEN General Mills recently loaded 
a carload of electric irons at Blooming. 
ton, Ill., for Orgill Brothers, electrical ' 
wholesaling firm of Memphis, Tenn., 
Roscoe Imhoff, newly-appointed ex- 
ecutive vice president of General 
Mills’ mechanical division, was on 
hand to inspect the operation. 






































| Name Change Announced 
| By Dallas Wholesaler 

| DALLAS—In keeping with its 

| panded activities during the last 
years, The Beckett Electric Co., elect 
wholesaling firm of this city, has cha 
its name to the Electrical Supply | 
according to a recent announcement 
Glen C. Wasson, president 









PROMPT 
DELIVERY 
WHILE 
SUPPLY Occupying a modern six-story, fire; 


Enjoy profitable repeat sales, fast turn-over | ReilRllie Reee tlie Mitral Gin wl 
LASTS ik dean light ae secondary racks. 
They’re low cost, sturdy, built of the finest 
materials that mean more satisfied cus- | 
tomers through superior service. All metal parts are hot dip gal- 
vanized, spools are high quality porcelain. 

The 520 Series is a sturdy group of medium weight racks 
APPROVED FOR USE ON REA PROJECTS. The 620 Series 
is suited to light duty service, short spans such as between out- 
buildings. ; 

These racks have an unusually high sales volume in rural areas Appleton Electric Adds 
as well as areas where lines are being extended. Meet this demand Be ; Sales Staff 
by ORDERING NOW before our stock is exhausted. | a to a “es Sta 
( CAGO The Appleton Electric 


Co., electrical manufacturer of this city, 


No changes in the company’s persot 
are contemplated, it was announced. P. H 
Rawlinson will remain as vice president 
|. D. Robinson as sales manager, and | 


B. Wisinger as secretary-treasurer 


sales the products of some 300 manufa 
turers—including lighting equipment, ap 
pliances, refrigeration supplies, motor 
pair material and parts, and construct 
materials—throughout the northern Texa 


and southern Oklahoma areas 





recently announced the addition of Bruce 
Bennett to its sales organization. Wit 
headquarters at 5831 Dewey Avenue 
dianapolis, Mr. Bennett will repre 
\ppleton in the state of Indiana as 
as the cities of Danville and Mattoo 
Prior to the war, Mr. Bennett was 
filiated with the Farrell-Argast Electr 
RODUCTS, Inc. Co. of Indianapolis. From 1941 t 
he served in the U. S. Army. Since thet 


FINDLAY, OHIO he has been associated with H. L. Di 


son, a manufacturers’ representative 


+= 
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Open House For Dealers 
Held by Harry Alter Co. 


CHICAGO—The Harry Alter Co., 


yholesale appliance distributing firm of 





this city, recently held open house for its 
dealers at the Congress Hotel here. Com 
pany executives, including President 
Harry Alter and Sales Manager Max 
Geisler, were on hand to welcome the 
lealers and conduct them through the 
exhibits of their firm's line of products 
In addition, it was whispered that Mr 
\lter has devised his own campaign t 
lrive off the fuel oil shortage bugaboo 
which has haunted the public since last 
winter’s scarcity, by making arrangements 
vith a Chicago oil distributor to provide 
me million gallons of oil to local pur 
‘hasers of the space heaters, floor fur- 
naces and water heaters distributed by his 


rm 





Cutler-Hammer Announces 
Expanded Dallas Quarters 
MILWAUKEE—The acquisition of 


ew and expanded quarters for its Dallas 
listrict sales office and warehouse was 
innounced recently by Cutler-Hammer, 
Inc., electrical manufacturer of this city 
Located at 1331 Dragon Street, Dallas, 
1 the Trinity Industrial District, the 
lew quarters provide improved facilities 
for the sale and distribution of Cutler- 
Hammer motor control and allied elec- 
trical products in that area. Ik. K. An 
derson is Dallas district manager for 
Cutler- Hammer 








TT DIDN’T GET AWAY”—Proof 
of H. L. (Hal) West’s prowess as a 
fisherman is this 28 Ib. salmon. Mr. 
West, who is general sales manager of 
Steel City Electric Co., Pittsburgh, 
caught this “big one” while on a visit 
to electrical wholesalers and jobbers 
in the Pacific Northwest. 








40 watt 
118 volt 
60 cycle 


by using 
WHEELER BRICK-TYPE BALLASTS 


THE MANUFACTURER 


of fluorescent lighting fixtures profits through 
the good basic design and engineering, 
skilled manufacture and rigid inspection of 
Wheeler Brick-Type Ballasts in his product. 
He is thus assured of rated light output, full 
lamp life and trouble-free performance. 





profit through fewer, less frequent replace- 
ments in their fluorescent lighting installation. 
If their fixtures are equipped with Wheeler 
Brick-Type Ballasts, they’ll devote less time 
to annoying and costly replacement jobs. 








will profit by stocking Wheeler Brick-Type 
Ballasts. Maintenance men, lighting repair 
and installation people and other ballast cus- 
tomers will appreciate the availability of a 
dependable, quality ballast. Satisfied cus- 
tomers mean more profit — through purchases 
of ballasts and other components. 








WHEELER BRICK-TYPE BALLAST 


Available for the operation of two lamps in the following ratings: 40 watt 
118 volt 60 cycle, certified by Electrical Testing Laboratories, Inc.; also 
for 220 volt 50 cycle and 220 volt 60 cycle. These ballasts are built to 
rigid specifications by Wheeler craftsmen. All are approved by Under- 
writers’ Laboratories. 


WRITE TODAY FOR COMPLETE BALLAST INFORMATION 


THE WHEELER INSULATED WIRE CO., INc. 


DIVISION OF THE SPERRY CORPORATION 


1410 WASHINGTON AVENUE 
BRIDGEPORT 4, CONNECTICUT 


MAGNET WIRE @ COILS © COMMUNICATIONS EQUIPMENT 








° 
Ci ¢ 
See 

q 
, WHEELER 





DEPENDABILITY 
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PIERCE 





GGER 
FUSE 
SALES 


FUSE 


SURGE CONTROL 


HONORED on the recent 50th anni- 
versary of his association with the 
Weston Electrical Instrument Corp., 
of Newark, N. J., was W. N. Good- 
win, Jr. (center), who is retiring as 
vice president in charge of research 
and engineering. Shown with Mr. 
Goodwin are: Earl R. Mellen (left), 
president; and Edward W. Weston 
right), chairman of the board. 











You can’t help but build bigger 
sales on fuses if you concentrate 
on PIERCE—the superior renew- 
able fuse with a unique Surge Con- 
trol that gives the user everything 
he needs in a fuse. 

Through the principle of Surge 


Control—a close control of the 
current surge which results from 
low or high overloads — Pierce 
Fuses stay on the job longer with 
no lessening of the important mar- 
gin of safety. 


Here’s how Surge Control is produced in PIERCE FUSES 


8 


Ly 
« 


BALANCED LAG LINK 


rows 
G The patented design of the Pierce Balanced Lag Link creates 
/ more lag at low overloads, where it is necessary and harm- 


J 
FT spy less . . . gives safe lag at higher overloads. Unnecessary 
shutdowns are avoided, yet the fuse blows promptly when 


real danger threatens. 


SCREEN VENTILATION 


—a special Pierce feature that gives the Balanced Lag Link 
air-cooled surroundings in which to work. Screen vents at 
either end of the fuse allow cool air to enter and hot gases 
to escape, reducing premature fuse blowing and banishing 


dangerous "afterblow.’ 


TUBULAR BRIDGE 


—can't be bent; stronger than the ordinary fuse construction. 
Keeps knife blades in proper alignment. Eliminates poor clip 
contact—another source of heat and unnecessary fuse blow- 


ing. 


GET THE FULL PROFIT STORY 


of Pierce Renewable Fuses and Surge Control. 


or wire—today! 


Write 
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Philadelphia Wholesaler 
Announces Appointment 
PHILADELPHIA 


ager, general sales 


Felix Gross, 1 
department 
Raymond Rosen & Co., an elect 
wholesaling firm in this city, recently 
nounced the appointment of Jack Roser 
is sales manager of small appliances 

Mr. Rosen was formerly in charg: 
account analysis and promotional activi 
ties in the record department. In his new 


position Mr. Rosen will set up a separate 


merchandising division devoted to traffic 


appliances 


Lamp Markets Broadened 
By Nela Park Conferences 
NELA 


structors 


PARK 


representing the 


Professors and in- 
electrical en- 
gineering departments of 26 colleges and 
universities in the United States and Can- 
ada recently attended a six-day Faculty 
held 
General Electric Co.’s Lamp Department 

Walter Sturrock, Nela Park illuminat- 


ing engineer and chairman of the pro- 


Lighting Conference here by the 


eram, said the conferees would use the 


information presented at the meeting as 


reference material for courses in illum 


nating engineering at their respective 


schools He said the course Was designed 


| to give them a working knowledge of the 


lighting in the overall electrica 
‘ngineering picture 


{ 


n addition te lectures and demonstt 


tions by G. E. scientists and engineers 
program inciuded a visit to the firms 


lighting research laboratory. where studies 


1948 








ni- 


f light, vision and seeing are carried on 
\t G. E.’s lamp development laboratory, 
the conferees studied the latest lamp test 
A third 


engineering 


ing and development techniques. 
tour included inspection of 
aboratories, in which lighting applications | 
wre developed. 
At another recent conference sixteen 
major topics relating to television produc 
tion were covered by G. E. illuminating 
ngineers and presented to 84 representa 
tives of television and broadcasting com 
anies attending a two-day Television 
ighting meeting 
Among the topics covered were: Light 
ntrol and lighting equipment; demon 
stration of merchandise lighting; demor 
on of importance of lighting from 
sponsors’ viewpoint; demonstration of us« 


1 


light for effective modeling ; and, radio 


terference from television set light 
sources 
Still pertaining to lighting but some 
hat on the lighter side was the revela 
at the conference of a coming “van 
hing act” for the special television facial 
akeup which has proved a necessity thus 
This blow to the rouge-and-lipstick 
partment will be dealt, it was learned, 
new television production technique 
makes use of filters on the camera 
to compensate for the inability of 
sent-day photo pick-up tubes in vide 
“see” objects as they appear to thie 
ve. It is reported to be somewhat 
imilar to putting a cloud filter on an or- 
amera in order to “capture” the 
Serving as chairmen for the conference | 
were Willard C. Brown, man- 
f the engineering division of G. E.’s 
amp Department, and Frank E. Carlson, 
luminating engineer and photo lighting 


specialist for the Lamp Department 





JAMES F. WHITEHEAD, JR., re- 
cently was appointed general sales 
manager of Day-Brite Lighting, Inc., 
St. Louis. Formerly, Mr. Whitehead 
was Day-Brite’s factory representative 
covering Georgia, Alabama and east- 
ern Tennessee. 


Taverns 
Offices 
Stores 

Homes 


% 
iY ie 
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Ae 
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REVERSIBLE 
ALL-PURPOSE FAN 


A single, simple Peerless Electric Plug-in PROFIT BOOSTER 


NIQUE in size and utility. this 
Peerless WE-30 All-Purpose. 
All-Metal Fan and Cabinet are 30” 


square and only 5! 


3” deep ‘ « « 
mendous air capacity of 4220 
C.F.M. high speed exhaust . . . low- 
cost operation ... two speed '« h.p. 


motor reversible exhausts 


daytime heat or pulls in cool night 


air... thermally protected motor 
cant burn out. 

Here’s a real ready-to-plug-in 
appliance with dozens of commer- 
cial and domestic applications - 

a Peerless-quality fan that you 
can make a volume leader and 
a profit leader. Write for details 
TODAY! 


..ond a Peerless. lectric 


easy-to-install VENTILATTIC FAN 


In every community there’ll be big demand for this 


efficient “home cooler” —blows heat out... pulls cool, 


fresh air in. 


A boon for stores, theatres, dance halls 


and restaurants, too. This Peerless Ventilattic Fan 


dependability proved by years of satisfactory service 


can be mounted at attic window by using rubber feet 


supplied with the unit—then easily connected to 


window or opening in wall with canvas boot or duct. 
Five sizes 24” to 12” complete with motor. # RITT 
for descriptive folder and prices. 


THE PEERLESS ELECTRIC COMPANY 
Member Propeller Fan Manufacturers Association * Established 1893 
WARREN, OHIO 


MOTORS ¢ FANS ¢ BLOWERS 
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ew POSITIVE LOCK | 





G. WILLIAM LUCY was recent}, 
appointed Cincinnati district sales 
manager, with offices at 626 Broadway 
in that city, by Ideal Industries, Inc 
of Sycamore, Ill. His duties will con- 
sist primarily of training and working 
with electrical wholesalers under 
Ideal’s plan of selective sales distribu- 













tion. 
The brass lugs inside the caps used on 
Monarch Fuses (see illustration at right 
above) fit into equally spaced slots in 
the brass casing inserts. This new and 
improved Monarch construction assures —— . 
true alignment of the copper holding Chicago Wholesaler Show 
terminals . . . and establishes a positive I ludes T lecast P 
lock on both ends of the fuse. ncludes Telecast Program 
and for CHICAGO—A special remote tele 
from its showrooms was one of the fea 


STILL GREATER PROTECTION .j 2g isresat the recent 30th anniversary dea 


show of the Hyland Electrical Supp! 

Co. here. Station WGN-TV televi 

| the program from Hyland Electrical S 

| ply’s showrooms at 700 Jackson Bou 
| vard. 

The company reported a large turn 


each day during the five-day progran 


MONARCH’S Compressed Tension Lock of equipment distributed by Hyland wer 
Washer construction (illustrated at left) compen- 
\ sates for contraction and expansion of the fibre bar 
| by exerting constant tension on the bar... and 
assures no loose parts. The washer also separates 
the fibre bar from the copper terminals . . . a spacer 
to provide better cooling. 


on hand to demonstrate products for the 


| 
| Representatives from the manufacturers 
| 
dealers 


Boston Electric Institute 


di ° °° 

Monarch Fuses are fully ap- To Give Training Courses 

proved and are available through 

recognized wholesalers, ... BOSTON—W. H. Kaiser, president 
a, ; of the Electric Institute of Boston and 
district manager of the General Electr 
Supply Co. here, recently announced th« 
fall program of training classes sponsored 
by the Institute 

The training program will include a six 
weeks’ course in adequate wiring undet 
the direction of the Institute’s publicit 
and educational committee Another: 
group, the air conditioning bureau, will 
| hold monthly meetings and has scheduled 
inspection trips through the new Jol 


Hancock building to see the air conditiot 


_ ing equipment being installed there, a1 
RENEWABLE awe ¢ +] . , 


Fuses a tour of the recently completed facilitic 
\ 18 E. FIRST ST., JAMESTOWN, N.Y. of the Liberty Mutual building. 


—— ——— Jack Lacy, president | Jack Lacy iF 











108 ELECTRICAL WHOLESALING—October, 1948 





ot no oe 
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stitute and Gene Flack, president of the 
National Federation of Sales Executives 
wil be among the speakers at the 1948 
Sales Institute sponsored by the appliance 
and radio-television committees 

There will be eight evening classes in 
fundamentals of illumination prepared 


and presented by the Illuminating Engi 





neering Societv, New England Section 
In announcing the 1948 program, Mr 
Kaiser said “The electrical industry, 


perhaps more than any other, is experi 






encing a rapid expansion due to its pro- COVERS 


motion of new products, methods and 
levices As a result 





of t} eC St de velop- 





nts, new markets, continually present THE FIELD 
ly themselves to the industry. If we, as in- 
es dividuals, are to continue to meet success 
ay fully the challenge of this accelerated OF SPORTS 
c growth in our business, then we too must 
ne study and prepare.” 
né BASEBALL HORSE RACING 
“a FOOTBALL 


PLAYGROUNDS 
SWIMMING POOLS 
BATHING BEACHES 
HORSE SHOE COURTS 
MIDGET AUTO RACING 


HOCKEY 
TENNIS 
BOXING 


Landers, Frary & Clark 
— } Name Fisher as Manager 
NEW BRITAIN, CONN.—The ap- 


wintment of Stanley G. Fisher to the 


GOLF PRACTICE 


wly-created position of sales manager 


th 


' f trafic appliances and electric blankets 
” for Landers, Frary & Clark, of this city, 
am was announced recently by E. J. Van Bus- 
k, vice president 
Mr. Fisher joined the home office of 


Landers, Frary & Clark in 1945 after serv- 





FLOODLIGHTS 

















ss ing as a lieutenant commander in _ the e QUAD Floodlights cover the 

i Navy during World War II. In recent field in sales—they make it pos- 

Sup Fe 29 wes ngage siete oe x sible for you to adequately meet 

aa nee eee i aa + any lighting situation, or installa- 

ers, | & Clark, Mr. Fisher had tion specifications. When you sell 

a t years’ experience in the electric ap QUAD Floodlights you assure your 

re e field customers of quantity and quality 
we illumination. 

. Among the features which make 
this lighting so much in demand, : 
are individual light control and 
multiple mounting, which afford 

B the kind of flexibility that is so 
es important in securing ideal re- 
dent sults. : 
al By means of a single head bolt, 
on all QUAD Units may be adjusted . 
Ps 180 degrees horizontally and 40 
degrees vertically. 
bs QUAD floodlighting engineers will 
“a be glad to offer suggestions and 
sthe make recommendations based on 
wi wide experience in this field. 
Lule 
Jol F. LOWELL GARRISON recently 
tic was named radio sales manager for the 
al San Francisco d strict of the General Q Uj A y) R A N G [ F M f G C ) 
ses, Electric Supply Corp. Mr. Garrison e e 
rigs eg ae as . w — ; i oe a 
OF Ay gin Fema hconie 325. PEORIA ST. CHICAGO7,ILL. 
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THE AIR YOU BREATHE SHOULD BE AS PURE AS TRE WATER YOU ORINK 

































The match flame demonstrates how this patented ILG Motor cools itself with 


VENTILATION 


outside air! It's engineered to operate at peak efficiency in the contaminated 


air stream of an exhaust fan. 


When fan is operating, clean, cool, fresh air is drawn through vent pipe 
from outside—circulated through motor, then exhausted from front of motor. 
Motor stays clean, cools itself—no foul air reaches it to interrupt service, 
shorten its life. It's tested. It's proved. It makes sense. Get complete details 
from your nearby ILG Branch Office (consult classified directory) or send 


coupon for free copy of new ILG Condensed Catalog and Data Book. 


FREE! 48-page booklet showing solutions to wide range 
of ventilating problems. Send coupon for No. 544. | 


a --------- ------- -- ap 


I1LG ELECTRIC VENTILATING CO., 2822 No. Crawford Ave. 
Chicago 41, Ill., Offices in more than 40 Principal Cities 


C) Send free copy of new Condensed Catalog and Data Book 
Firm Name 
Individual 


Address Zone_-_-- 





City ia lal wisi 



















ELECTRICAL 


Newark Headquarters 
Opened by D. W. May 
NEWARK, N. J—The D. W. Ma 


Corp., wholesale appliance distril 


firm formerly with headquarters 
York City, recently opened its new 
play headquarters and executive oft 
49 to 53 Edison Place in this city. Pr 
at housewarming activities which ext 
over a nine-day period were Newat 
officials, manufacturers and a larg 
ber of retailers, it was announced 
The new headquarters reported] 
py more than 10,000 sq. ft. of floor 


in a modernized brick building. Incl 


in the building’s layout are: A sales: 
auditorium; display and demonstrat 
room; repair and testing laborat 
conference rooms; executive Offices 
buffet salon 


Electromode’s Heater Line 
Features New Gray Finish 


ROCHESTER, N. Y Phe Electr 
mode Corp., of this city, recently 
nounced that its 1949 line of all-el 
heaters will feature a new. silver-gr 
finish, designed for greater sales ay 
()ther features of the heaters 
smoothness f asyv cleanin ind a 
led immered appearance 


*DO IT FASTER — BETTER: 


WITH 


The Jiffy Line 
Jiffy sce. CUTTER 


Cuts clean round 
holes quickly, eas 
ily, and accurate 
ly through stee 
plates, boxes 
iron, fibre and 
other materials.» 
Ratchet wrenchs 
and spring pres-»@ 
sure make it easy @ 
to operate in cor-@ 
ners and cramped @ 
positions. Alsoe 
available for usee 
with drill press. @ 


Jiffy POLYVOLTESTER: 











* 
Indicates direc-@ 
tion of phase ro-@ 
tation on threee 
phase circuits. No@ 
chance of running @ 
motors backwards @ 
—damaging valu-@ 
able machines®@ 
and equipmert. ¢@ 
For A-C, or D-C,® 
110/550 volts.@ 
Light and com-® 
pact—fits pocket, @ 





built for long® 

service. ; 

WRITE FOR DETAILS OF OUR * 
CO-OPERATIVE WHOLESALE POLICY e 
e 


CLYDE W. LINT: 


Dept. 306 1144 W. Washington Bivd.e 
a 


Chicago 7, Illinois e 
SOHCSCHOHSESSOHSSEESESEEEEEEES 
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Walker Brothers Open 
New Washington Office 


) CONSHOHOCKEN, PA. Walker 
Brothers, of this city, recently announced 
the opening of a new Washington, D. C., 
office at 1025 Connecticut Avenue in that 
city. Managing the new office is J. J. 
Reilly. Walker Brothers manufacture 
electrical distribution systems, conduit 


and varied types of wire and cable. 


Wesco, Jacksonville, Holds 
Fall Radio Sales Meeting 
JACKSONVILLE, FLA.—The West- | 


inghouse Electric Supp’y CO branch 

this city recently he'd a special radio 
sales meeting which was attended by ap- 
proximate!y 100 dealers in the Jackson- 
ville area 


Larry O’Neal, branch merchandise man- 


























he ager, and C. W. Spengler, branch man- 
h ager, directed the meeting. The dealers 
were introduced to the Westinghouse 1949 
radio line by L. G. Hardy, district sales 
manager; C. B. Shaw, district radio man- 
ager—hoth of Wesco’s southeastern dis- 
trict; Earl Fisher, district manager: and 
N. V. Nicholson, radio service super > * 
visor—both of the southeastern district Scenes j e ft is 
if the home radio division, Westinghouse 
Electric Corp k f 
mean new markets tor 
ee 
wo 
Re ‘ 
ompcsa New 
2 
« 
:| | OPEN STYLE 
POLE LINE MATERIALS 
3 LUMINAIRE 
ndé TRIM, NEAT LINES AND HIGH LIGHT- - 
as ING EFFICIENCY MAKE MORE 9 
te 
ae SALES FOR YOU Ce You GOMMG Y oti, Ohare; 
eS.» RE 
nd» ey ; 
1S . “ ; 
“ 4 — : New construction needs electric power, and line extensions create 
asy @ . saa 
ods — » new markets for Pole Line Materials. Make sure that your utility 
soe —_ , aoe . 
* ue customers have a full supply of dependable OLIVER Pole Line 
. . . 
RS This new, wafer thin fixture pogo Materials, to take care of all new construction requirements. 
: in two 4-lamp sizes: 40 watt 48 
“an ae = — - long. It You will find your customers readily accept Oliver Pole Line 
r0- @ can be used for surface or sus- 
eon — mounting. Ends are high- Materials. The high quality of all items that comprise the com- 
ing @ y polished, streamlined in ap- 
rds@ : 4 : 
Wye pearance. All wiring is fastened plete Oliver line is known to them. 
one! to body of fixture so that cover 
<.8 can be easily removed for easy 
om-@ installation and servicing. Priced 
ee way down to give you top 
I] 
; mark-up. 
e 
. 
: Co 
a 
* a 1RON AND STEEL 
@ CORPORATION 
e 2251 St. Paul Ave., Chi 47, il. : 
eee wenden — South Tenth and Muriel Streets - Pittsburgh 3, Pa. 
948 
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Ces | POINTING out features of his firm's 
Protecs | new fog lights is Jim Shirreffs (left 

r president of the S & M Lamp Co., Los 
Angeles. With him are his son, Jim 
Shirreffs, Jr. (center), who was re- 
cently named plant manager, and 
William Shalda (right), newly-ap 
| pointed vice president. 





| Great Western Fuse Co. 
Appoints Barnard Assoc. 
PITTSBURGH—The Great Wester 


Fuse Co., of this city, recently announc: 
the appointment of Jos. L. Barnard Ass 
ciates, Inc., of Minneapolis, as sales rep 


resentative for its products in that cit 


ILLINOIS 
GUY STRAIN 
INSULATORS |, 


PORCELAIN 
ENAMELED 


R Yard lights 


FOR 
RURAL LIGHTING 


* Sold only through 
Wholesalers 


STANDARD TUBES , 
Glozed, unglozed, split, floor, split For best results use Guy Strain 


floor, headless, curved, crossover 


Sa ea ae le Insulators made by Illinois. 
These insulators are manufac- 


‘ 
i] 
i 
I 
1 
I 
1 
1 
1 
1 
| 
1 
| 
1 
1 
l 
| 
! 
1 
1 
1 
, 
| 
and outside diameters. Sizes 1/2 
to 48°" long, 5/16 to 3°" diameter 1 uM P P 
igi i 1 * Manufacturers o 
Gm _—itvred under rigid production ! tiated? eatin 
1 
I 
| 
1 
1 
4 
1 
1 
1 
1 
1 
1 
1 
‘ 
1 
i] 
1 
i 
' 
' 
i 
P) 





'g control standards, from the 

*® careful selection of materials, 
4 through all steps leading to a 
# 








Knobs that don't 


4 KNOBS top quality finished product. 
: Uniform firing at constant 





y s No. 
\ ae B chip when in. ir . 8972-8974-8976 
¥ stalled, Cement cooted, temperatures eliminates in- 
CLEATS eee ee ternal stress. Available from Rn, SOE Bon Ge peveee cnemeney seer 


© No. 8974 has 1|4'' porcelain enameled reflecte 
* No. 8976 has |6'' porcelain enameled reflecto!: 


COMPLETELY WIRED AND ASSEMSLEY’ 
f REA Installations No 


Standard cleats of code standard. Wide large stocks of standard sizes. 


all sizes and types. voriety of sizes. 


ee 


‘ 


- 


ae, ILLINOIS 


. 





7 ELECTRIC PORCELAIN CO. | i 
ELECTRICAL COMPANY 
MACOMB, ILLINOIS 900-910 W. Yan Buren St., Chicago 7, Ill. 
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PEEK Sess ae . — 







Dakota and western Wisconsin 





s 
rnard Associates will handle Great 2 
stern’s complete line, which includes . 
wable t11ses, non-renew able tTlises a 
» plugs anl fuse pullers : N 
es ‘ 
e 
. 
|° COMBINATION 
: COUPLINGS BUSHED ELBOWS 
. 


Wholesaler Sponsors 


a 
eeeseeseeoeeveveee ee eee eeenreeeenenee o@ 





«= 
« 
. 
. 
° 
. 
. 
° 
° 
. 
. 
. 
. 
. 
. 
° 
. 
o 
* 
. 
. 
. 
. 
. 
. 
° 
. 
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. 
Show and Sales Clinic ° 
. 
NEW ORLEANS. -United Distribu e 
tors, Inc., wholesale appliance distributing : 
firm of this city. rece ntlv held its first an ° THEY FIT! THAT'S 
7 . 
il three-day Winter Merchandise Show ° WHY CONTRACTORS 
and Sales Clinic. An estimated 600 deal- - GO” FOR THEM 1946 CODE 
ers from Louisiana, Mississippi and Ala- : EMT SERVICE CAPS IN A BIG WAY! PVX CONNECTORS 
ama attended, according to Al Le vin, eeocooa @Ceeees ee eoeeeeevee ee ees : 
ompany vice president : ° 
Factory representatives were on hand : : 
at the clinics to demonstrate major ap- e : 
pliance lines to the dealers and their sales- | § : 
men and in order to train them in better ” ‘ 
elling methods. E. A. Tracey, president ° - A complete line that ° 
. . . 
the Majestic Radio Corp., was the ~ | t ut t 4 
principal speaker at the show. : THREADED BODIES Se S on | S rep a lon CONDUIT COUPLINGS 
‘oO lealer att ndance, the company eeeeeeeoooeeee eoeeeeeeeeee eee 
, sea eale “We 7 : 7 Ys a ASK THE CONTRACTOR— ° 
had offere a number of Be al attrac . the man on the job can only e 
tions, such as: Paying round-trip trans ‘ be sold one way — fittings 7 
portation costs; presenting souvenirs and . must fit . . . must do a good ° 
registration prizes; and giving a special : job faster! That’s why GED- : 
er Diane seas yt ud e NEY Fittings—made of high ° 
dating on merchandise dered at the : 
lating e grade malleable iron — are ° 
WW 7 called for in greater quantities 
4 than ever before. . 
sé GROUND FITTINGS EMT BODIES rs 
. GEDNEY Fittings represent . 
: @eeeeeeeeeeeee a complete line manufactured eeeeeeeeee eee : 
vs to exacting standards of de- e 
° sign, fabrication, inspection e 
MINERALLAC 2-HOLE § : siltinieiaatons ; 
e Consistent advertising to the ° 
’ trade . . . complete, easy-to- “ 
- use manuals . . . compiled . 
e with modern merchandising ° 
4 methods—all help to move . 
: SQUEEZE CONNECTORS GEDNEY Fittings with little, CONDUIT NIPPLES : 
. | eeeeeeeeeeeees if any, sales effort. Packaging eevee eee eee eee 
For Heavier Loads! : permits instant identification = 
e of contents for the conveni- ° 
° ence of user and jobber. ; 
NEY 
GED : 
. . 
° — ELECTRIC CO. ae: 
° CORD GRi ® 
* ELBOW CONNECTORS RKO BLDG., RADIO CITY PVX CONNECTORS = 
eeeeeeeeeeeve ee NEW YORK 20, N. Y. eeeeeeevreeee ee 
Designed for use onloads e er * 
too heavy for one-hole ‘a Factory, Foundry & Shipping _ 
Jiffy clips. Made of all ° Point: Terrvville, Connecticut ° 
new zinc plated tempered : ° 
steel to give strength and ° NEW 62-PAGE CATALOG — “ 
rigidity enough to support id WRITE FOR YOUR COPY! ° 
heavier pipes, cables, ° The new GEDNEY man- . 
conduits, etc. Available . val — concise, factual : 
, P ° and indexed — com- 
in sizes to fit pipes and ° REVERSIBLE pletely lists and il- 4 
conduits. from %-in. to * CLAMP CONNECTORS aon alk. aki: “Ca EMT BODIES ; 
L a. Con also be had Coeececeeececeeeee types of GEDNEY Con- eeeoeeeeereeeeee 
inEve. wur,copper, brass sy, ° duit Bodies and Fit- 5 
or cluminum. 7 ° tings. Please write for i 
e your copy on com- e 
Send for literature ond prices - pony letterhead. ei 
* HAN S, CLIPS, ° 
Specify*MINERALLAC strarg.cusuines ° : 
WESMIMERALLAC ELECTRIC COMPANY . ° 
oa: Ns feerte St., Chicago 7, asks a ° : 
‘MINERALLAC : meno 
re 2 rf be BOX CONNECTORS = ° 
3 Paaeeveeeeeeee eee 
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HYDEE HANGER* 
the economical way to hang chain suspended fixtures 


Saves time and money on new or ‘‘change-over’’ jobs: Self-grounding 
...you can use 2-wire cord and plug. Fits standard 4’’ or 3%’’ outlet - ; ; ; 
$] 65 box or plaster ring. Complete with receptacle, two 5-foot AT a recent directors’ meeting, Lee 





B. Thomas (upper left) was elected to 
succeed Hendrik Moe as president of 
Moe Brothers Mfg. Co., of Fort At- 
kinson, Wis. Verrall Moe (upper 
right) will remain as vice president. 
Elected as treasurer was Robert D. 
Burns (lower left). Kim Moe (lower 


LIST chains, spring wire ‘‘S’’ hooks and cord clips. 
Day - Brite Lighting, inc., 5405 Bulwer Ave., St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 
in Canada: address all inquiries to Amalgamated Electric Corp., 
Ltd., Toronto 6, Ontario. 







IT’S EASY TO SEE WHEN IT’S 


right) will continue in his capacity 
DAY-BRITE a oe 
glete: 
“<g 24g 






*Patent No. D-141024 
and No. 440914 
Underwriters approved 








Anchor Distributing Co. 


. Appoints New Manager 
EMT Thin Wall PITTSBURGH—Harold W Gold 
.: roma! d U i t stein, president, Anchor Distributing Co 
“e in this city, recently announced the ap 
F i tt i n fe S wa pointment of E. A. Weisser, Jr., as ad 
yA _ vertising and sales promotion managet 
= ii for the firm’s Philco divisio1 


Mr. Weisser was formerly afhhiat 
with the C. R. Rogers Co. as advertising 


and sales promotion manager 


General Electric Appoints 
Six to Lamp Sales Posts 
NELA PARK—The appointment 
six men in the field organization of the 
General Electric Co.’s Lamp Department 
~ to key positions in the general sales head 
FAM Coupling FAM Features ently by P. D. Parker, general sales 
(Cutaway View) 


manager of the Lamp Department 


1. Simple, fast installation 4. Cuts surface for posi- 
tive ground 


2. No rings to cock or lose \W. W. Becky was named to the post 


—_ | 1 Sees ie wentict 

sip par 5. Raintight— industrial and commercial lamp specialis 

FAM Connector | ” oy a UL Approved Until recently he was responsible for sales 
of glow lamps and other electrical dis 


| juarters division here was announced re 


| Write for Descriptive Literature 


charge lamps in the Cincinnati area. 


Former!y serving as lighting fixture 


specialist at tl Atlantic sales district 
New York C'ty, J. B. Foley was brought 
ty ol mice om New York Cty J Es 
here to hat ighting fixture and utilit 
757 Waveland Avenue promotict . 
; Appointed as miniature lamp retal! 
Chicago 13, Illinois specialist was G. B. Davis, previously 





salesman with the Buckeye sales district 


114 ELECTRICAL WHOLESALING—October, 1948 








ts 


ta 
y 
948 





t Columbus, Ohio. B. C. Christman, tor- 


merly with the Allegheny sales district in 
1e Youngstown area, was named as photo 
lemp specialist 

R. B. Smith, who was associated with 
the Philadelphia service district until re- 
cently, was put in charge of office opera- 
tion for the general sales division and will 


andle other duties assigned to him 


RMA Reports 50 Percent 


Rise In Video Shipments 
WASHINGTON 
RMA 
were 50 percent greater during the second 
quarter of 1948 than in the first quarter, 


Television receiver 


ipments by member-companies 


bringing total postwar shipments as of 


1 


June 30 to more than 425,000, the Radio 


Manufacturers Association reported re- 
ently. 
Video sets were 


shipped to 31 states 


und the District of Columbia during the 


] 


second quarter of this year as eompared 


with 26 states and the District of Colum 
bia in the first quarter. Some small ship- 
ments, however, went to states without 
television service and apparently were for 
exhibit only. 

The New York-Newark area continued 
to maintain a strong lead in the number 
f television sets received, but s upments 
this area dropped percentage-wise as 
s showed 


ther cities with television statior 


steady gains. 


eanks 
BALLASTS 


...4 TO 40 WATTS... 
STANDARD LINE & 
PLUG-IN TYPES 





“PLUG-IN” TYPE ILLUSTRATED ABOVE 


COMPETITIVE PRICES 
PROMPT DELIVERIES 
UL APPROVED 


Quiet... Quality...long life... 
For origiral equipment or replacements 
use and recommend SYKES ballasts. 
Write for prices and catalog sheets. 


4 


ELECTRIC MANUFACTURING CO. 


SCHILLER PARK, ILLINOIS 


FULLMAN 


TM AIYY 


PRODUCTS 


p 18010) 8 10) 455 





WIRING SPECIALTIES 


INSTALLED IN MINUTES— 
LAST FOR GENERATIONS! 


In a matter of minutes, “Latrobe” Floor Boxes and Wiring Specialties 


can be installed or applied. 


Carefully designed of highest grade materials, they render excellent 


service for generations. 





No. 110 "Latrobe" 
Watertight Box 


Simple and compact in design, the No. 110 
Non-Adustable, Watertight Floor Box is quick 
to install and gives trouble-free service 
208 Receptacle Cover Plate 3! diam 





No. 280 Nozzle with 
No. 200 Cover Plate 
10 Amp. 250 Volt Receptacle in Brass Hous 


ing, mounted on ‘'2” brass pipe extension 3 
long—longer extension available if desired 





No. 252-R Two-Gang Box 
With No. 206-207 Nozzle 
Adjustable—with No. 208 Receptacle in one 


section. One Cover Plate has '2” Flush Brass 
Plug; other has 2” Flush Brass Plug. 





Sold Only Through 


Wholesalers 





No. 150 Box 
No. 207 Nozzle 


An adjustable, watertight box for installation 
in concrete or wood-finished concrete floors 
Furnished with 4',” Cover Plate 2242 and 
large Adjusting Ring =215 





No. 470 "Latrobe" 
Pipe or Conduit Hanger 


Made of highest grade malleable iron and 
cadmium plated, the No. 470 ts unexcelled for 
hanging ', 44 and | pipe or conduit to 
steel beams up to thick Larger hangers 
for larger pipe 


= 











No. 284 Nozzle with 
No. 200 Cover Plate 
Neat, compact-fitting and extremely durable 


this Duplex Receptacle Nozzle does fine job 
with elther 2” or 34” brass pipe extension 


FULLMAN MANUFACTURING CO. 


LATROBE . . . PENNSYLVANIA 
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me SWITCH “ON” @ REGULARLY 


® AUTOMATICALLY 


WITH A FAMOUS TORK TIME SWITCH 


PLAIN OR ASTRONOMICAL 





Tork Clock Time Switches are world re- | 
nowned for their dependability and ac- | 
curacy. They require no regular atten- | 





tion, and are available in many electrical CARLTON COOLEY recently was 

appointed sales representative for the 

St. Louis territory of the Penn-Union 
| Electric Corp., conductor fittings man- 
ufacturer of Erie, Pa. Mr. Cooley has 
had more than 30 years’ experience in 
the manufacture and sale of products 
for electric power distribution. 





capacities for both indoor and outdoor 
use. 


There’s a TORK CLOCK for every need. 


Economically priced from “S 
Send for free literature. $9. 50 


Curtis Lighting Announces 
CLOCK CO., Inc. Retirement of J. L. Stair 
1 GROVE ST., MOUNT VERNON, N. Y CHICAGO—Curtis Lighting, Inc., oi 
this city, recently ar need the r 

















announced retir 
ment of J. L. Stair, consulting enginee: 
\n outstanding personality in the lighting 
— Ta 2 oo —_ | freld, Mr. Stair is the author of two boo 
“Lighting from Concealed Sources” am 
“The Lighting Book.” Many develop 


ments which have resulted in quality 
lumination can be traced directly to his 
designs and patented devices for scientit 
light control, it was learned 

Mr. Stair has been an active member ot 
the Illuminating Engineering Society for 
many years, serving that organization 1 
the following capacities: President (1933 


34): chairman of the Chicago section 






chairman of numerous committees su 








NJ 
VAPORTIGHT... 
EXPLOSION-PROOF... 
DUST-TIGHT... 


For safe and correct lighting in hazardous areas, 
count on R & S Lighting Fixtures to stand up 
better . . . to deliver long-term, top performance 


as papers committee, sustaining member 
ship committee, committee on conventior 
hall lighting, etc. He was one of the first 





members to be elevated to the grade 


_. 
Felfow in the I.E.S., it was learned. 


















. » because of illumination engineering ingenuity 
and over forty years’ manufacturing know-how. 


Scientific design with high reflection factor pro- 
vides maximum, safe, controlled lighting . 


maintenance-free. Standardized base common to 
all sizes. Interchangeable reflector globe assem- 





blies of various capacities. Simplified mounting 


— without disturbing electrical connections; with a 


Write, : : . 
— variety of conduit arrangements in one standard 
letterhead for new 
catalog H-47. base. Underwriters’ laboratories approved. : 





Sold Through Electrical Wholesalers 
SALES OFFICES IN PRINCIPAL CITIES 


TWO new vice presidents recently 
elected by the board of directors of the 


IANA a UA AR A ie Cory Corp, Chicago, are: N. Fi. 





bg : , | Schlegel (left), in charge of sales and 
V/ Precision-Built Electrical Equipment | advertising; and H. Hartman (right), 


125 BARCLAY STREET, NEW YORK 7, N. Y. who will direct all activities of the 


Fresh’nd-Aire Division. 
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G.E. Supply, Tampa, 
Opens At New Location 
TAMPA, FLA, 


ppliance dealers and their fami ies visited 


Approximately 800 


the General Electric Supply Corp.’s new 
ly-located and modernized home at 512 
South Morgan Street in this city when 
that branch recently held open house, ac 
ording to C. D. Smith, manager. Present 
it the opening were Claude Hendon, vice 
president of the General Electric Co., and 
R. A. Clark, G. E. 
ager at Atlanta. 


Supply district man 


The branch’s old warehouse and offices 
have been enlarged and a new modern 
front has been built, with improvements 
reported to have cost about $75,000. Ac- 
ording to Mr. Smith, one of the principal 
new features is the showroom where the 


firm’s appliance line is on display 


Built-In Wall Heater 


Announced by G. E. 
BRIDGEPORT, CONN—A_ built-in 


electric wall heater for use in bathrooms 
and other rooms where additional in- 
stantaneous heat is desired has been an- 

unced by D. C. 


of the General Electric Company's auto- 


Spooner, Jr., manager 


matic blanket and sunlamp division. 


Operating on the radiant-convection 





How BURGESS Makes 
Flashlight Battery Sales 


EASY FOR YOU! 











HAi-Scale 
BAKELITE 
Wire 


Connectors 





Sizes for combinations 
from two No. 18 to three No. 10 


Immediate delivery. 


Local stocks for 
fast delivery to 
wholesalers. 





Top quality—reasonably priced 


WRITE FOR PRICE LIST, CATALOG 
SHEET AND COMPLETE DETAILS. 


Hi-Scale Products Corp. 
217 Centre St., New York 13, N.Y. 


a 
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NEW ADVERTISING = me 
STIMULATES SALES a 












Yes! You will profit by this 
brand new Burgess adver- 
tising campaign! New, 
full-column ads...new 70- 
line ads... new 35-line ads every 
month sell Burgess Batteries to over 
70 million readers of 9 nationally famous 
magazines—Saturday Evening Post... 
Better Homes and Gardens... Collier’s 


... Country Gentleman... American 
Magazine... Progressive Farmer... 
Southern Agriculturist ... Pathfinder 


and Farm Journal! 


A SUPERIOR 





for Your / 


Le Saree 
eR wee 


so 


Rebbe: 














Burgess Flashlight Batteries are man- 
ufactured under laboratory controlled 


conditions from only the highest grade Best quality raw mater- 


raw materials. This insures top per- ile: acini 

j i ‘ u . oa] 
formance. Yes, Burgess quality 1s rec- Poa y selected ea 
ognized by millions! Order them today and expertly. used in M 


for your dealers in attractive counter BURGESS flashlight bat- 


vendors of 12 or 48 batteries. ‘ 
teries, are protected by “ae 










chrome to give you ex- 


SALES 
PROMOTIONAL 
HELPS 





tra hours of useful light. 


Buy BURGESS today. 





A Quality Dry Battery for every purpose 












Counter and window cards, y . 
streamers, envelope enclo- oN |e 
sures, newspaper ads and many others, 
are FREE to your dealers to help 
build Burgess Flashlight Battery 
Sales. To find out’ more about this 
fast moving line, write Burgess Battery 
Company, Freeport, II. 


nase 


BATTERY COMPANY 


FREEPORT, ILLINOIS 








For June Control ... 


IT’S AUTOMATICALLY RELIANCE 





@ An automatic time switch that “has 
everything” should be simple. compact, 
economical and, above all, dependable! 
Reliance Time Switches have been giving 
trouble-free service for more than 38 years 
... that’s why our customers say they rely 
on the Reliance line. The heavy duty 
“Badger” and the “Model W” are designed 


to meet practically every time switch re- 





quirement. Reliance Synchronous Time 
Switches are available in 30 or 50 Amps 

. standard or 2-circuit . . . plain or as- 
tronomic...indoor or outdoor cases. For 
complete information, write-——RELIANCE 
AL TOMATIC LIGHTING CO. 1911 Mead 


St... Racine. Wisconsin. 














SPOTLIGHT 


Smallest Spotlight of its kind! 
Provides 500 Watt Illumination! 


Totally Enclosed — Absolutely Safe — 
Completely Automatic — 6 Continuous 
Color Changes — Adjustable Beam Size 
ideal for Store Windows, Displays, Exhibits, 
Conventions, Shops, Theatre and Hotei lobbies, 
Restaurants, Night Clubs, Cocktail Lounges 


LIBERAL DISCOUNT POLICY 
Send for Bulletin No. 471 


GoldE Manufacturing Co. 
1222-D West Madison St., Chicago 7, Ill. 


© atlas 





prénciple, the built-in heater is rated a 
1,320 watts, 115-volts alternating and di 
rect ‘urrent \When the heater 
mounted in the wall, it is reported that 


the removable steel guard projects onl 


| Promotions Announced for 
| ° Y . 
| Six Graybar Electric Men 


\ppointments of five branch manage 
i me operating manager were at 


ounced recently ww Graybar Electri 

executives 

Herbert Metz, eastern district manage 

|} announced that Joh Porter has bee 

| made manayvel ot the Albany branch al 
H. M. Nazor, manager of the Syracu 

| branch. Both men have been with Gra 
bar many years and were formerly sale 


met \lr. Metz also announced the ay 


| pomtment of G. R. Muller, former set 


vice supervisor, to the post of operating 
| hanaye at Syra s¢ 
| J. A. Mayer, Atlantic district manag 
imnounced the appointment of F. F. Ja 
person as manager of the Washingt 
I). ©. branel Mr. Jasperson has con 
jeted 15 vears of service with the c 
in Va manager T 
side and inside construction department 


at the Phila lelphia bram 


} C. FE. Kirkpatrick has been named mat 
aver o the \Memp! 1s bt in h according { 
an announcement by Roy Kimberlin, St 


Louis district manager. Mr. Kirkpatri 
has been with the Graybar organizatior 
for 21 vears and was recently manag 
of the Albany, N.Y. branch 


\ccording to an announcement mad 


Willard tlenges listrict manager of t 
Erie district, N. W. Zilch has been mad 


s 








4. KF. SHEEAN, with Wesco for 20 
years, was promoted recently from 
lamp manager to district apparatus and 
supply sales promotion manager for 
the North Pacific district of the West- 
inghouse Electric Supply Co. 
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t 





-.. prevent 
them with 


ADALET INSULATING BUSHINGS 












DEDICATED to the memory of the 


late Charles P. Steinmetz, mathemati- ae 

cal wizard and up to his death in : : 

1923 chief consulting engineer of the Designed and engineered by 
General Electric Company, is this bril- the Originators of the Famous 


liantly lighted fountain which was 
presented to the city of Schenectady 
on its 150th birthday by the General 


Electric Co. a 
A FOR STEP 


SALI Insulating Bushings 















b&SDALET 


Write today for sample and prices. 
T 26 9 © ¥ ; You can increase your sales with 
Wholesalers’ Showrooms ADALET Inndotine bachinae 


In Last Issue 








ie to an oversight the names of. the ; T4300 LORAIN AVE. 
holesalers’ whose showrooms appeared CLEVELAND 11, OHIO 
la L nN nt! ‘ featu { a ; | I 11 
( t to Coa Wholesaler Lighting 
Pe) TOK | Sale m a 104 to 
110. were mitted Credit should be 
iven to the follow g electrical w le 
i PLASTIC 
\ckerman Electrical Supply Co., Grand 
Rapids, Mich.; Allied Electric Supply CLAMPS 
Pittsburgh, Pa.; Bean Electric Co., s s 
S le, Was! The Commercial Electric * 
Toledo, O.; Electric S ( “ 
Minn.: Electric S D 
g ( San Diego, Ca 4 edn 
r S; p] } ++ | 
\V ‘esale Elec ( ‘ 
( ” oo CO) 
le s ( 
I Si H 
x J \\ I r 
\ I g T xe ] 4 
Su ( 
ry 1 Diets 
1 \\ y “3 





| The i|key to safe and enduring 
Cutler-Hammer Acquires csioten dtu bi rt 
Plant In Los Angeles pring an UDINg SUPpOo 


MILWAUKEE __Cutler-Hammer |; Non-Shorting, non-corroding, non-tearing and as 
= a strong and durable as any type of supporting clamp 
Mii ; ae a oe that ever was made, C.P.C. 742 plestic clamps are 
Pr, ce, = 1795 Pass . — in use wherever safety, light weight, convenience, and 
Los A ie = act . ‘praee . ys structural stability are paramount considerations. 
~~ dee this om Eee ate, Send for Circular W 48. 
1 prolate COMMERCIAL PLASTICS CO. 
G. Tapping. Cutler-Hammer dis MERCHANDISE MART * CHICAGO 54 
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UMIVERSAEL 
PORCELAIN 
INSULATORS \< 





rue UNIVERSAL 


1549 EAST FIRST STREET 












type” 
ELECTRIC 
SOLDERING TOOL 


for delicate 
soldering jobs 






'/4"' diameter screw tip 


Cool tapering wood handle permits 
writing grip 

Flexible coil insures cool handle and 

aids in reaching tight spots 


VULCAN ELECTRIC CO. 
DANVERS 9, MASS. 
Electric So!dering Too's 


Electric Solder Pots 
Electric Heating Units 
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backs up a 


CLAY PRODUCTS CO. 
SANDUSKY, OHIO 

































ELECTRICAL 
SPECIALTIES 


FOR HEAVY 
INDUSTRIAL SERVICE 


FROM STOCK 


ML 








7 





3-Conductor Single 
Soldering Angle Conductor 
Lug Pothead Pothead 


Write for a complete selection of 
RUSGREEN bulletins 


ENDULATORS (POTHEADS) ALL SIZES * ALL 
SHAPES * ALL VOLTAGES © ALL TYPES 
¢ BUS SUPPORTS © SPLICING KITS AND 
MATERIALS * INSULATING COMPOUNDS 


ee 


RUSGREEN MFG. CO. 


14260 Birwood Avenue °* Detroit, Mich. 








ey 


in charg: 
Sale of the-firm’s prod 


trict sales manager, will be 
the new plant. 


ucts in the Los Angeles area*will 
tinue to be handled by the company’s 
sales office located at 1331 Santa Fe 
\ve., Los Angeles 

The present operating personnel of th: 
West Electric Products Co. will be 


tained as Cutler-Hammer employees 


was learned. The new plant will be i 


grated with other Cutler-Hammer p! 


in the manufacture of motor cont 


panelboards, lifting magnets, magi 


P : 
brakes, electric heating devices and a 


electric apparatus 









RESIDENT lighting engineers T. M. Sal- 
left) and H. S. Gregory 
were appointed as 


isbury (right 


recently representa- 


| tives in Jackson, Miss., and New Orleans, 


| Co. of St. Louis. 





}; ence 


La., respectively, by the Edwin F. Guth 
They will cover south- 
eastern and 
Mobile and Pensacola. 


ern Mississippi, southern 


Louisiana, 








THIS AND THAT © 





Veetings 
National .A\ssociation of Housing Off 
cials—Third annual exhibit of building 
and maintenance products,  Olyn 
Hotel. Seattle. Wash., October 13-16 
National Electronics Conference—Edge 


hicago, Ill, Noven 


water Beacl Hotel, ( 


ber 4-( 


National Electrical Manufacturers 
sociation—Traymore Hotel, Atlantic Cit 


N. J., November 7-12 


I lectrical w Assor mation of N 
York, In Luncheon 
Ballroom, Hotel Astor, 


November 17 


{ Ia> 
meeting, (1 


New York, N 


National Farm Electr: 
Hotel, ¢ 


Congress 


vember 17-19 


National Electrical Contractors As 
ciation—47th Annual Meeting, Ror 
Plaza Hotel, Miami, Fla., November 
December 3 
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ASSOCIATION NEWS 





CHICAGO—The __ Electric Associa 
tion of Chicago reports that the long- 
awaited “big event’—the National 
Television and Electrical Living Show 

vegan Saturday, September 1&8, and 
ended Sunday, September 26 

At the show leading television net 
works presented many = innovations 
showing complete studio arrangements 
and offering opportunities for visitors 
to be televised The Executive 
Committee of the Electrical Maint 
nance Engineers recently elected the 
following 1948-49 _ officers: \\ \ 
Perry, Inland Steel Company, presi 
dent; James E. Clark, Carnegie-IIli 
nois Steel Corp., vice president; and 
C. Gibson Franks, secretary-treasurer, 


ex-officio 


DENVER—The 45th Annual Con 
vention of the Rocky Mountain Ele« 
trical League provided top-notch 
speakers who represented the different 
branches of the electrical industry. 
including contractor-dealer, manufac- 
turers, distributors, as well as_ the 
utilities and others. It also offered in 
the way of entertainment such events 
as: a golf tournament for the “Billie 
Sterne Cup,” a scheduled trip to the 
Rifle Ouil-Shale Plant and Mine, an 
exciting trip to Aspen, Colorado, with 
an opportunity for a scenic trip on the 
ski tow, and a fishing contest 

Special arrangements for the ladies 
included a luncheon, a bridge party, 
dancing, and an interesting presenta 
tion by one of Colorado’s leading lady 
novelists. 


DALLAS—The Dallas Electric Club 
resumed its regular weekly luncheon 
meetings on Monday, September 13, 
with an interesting program arranged 
by Travis Winter of the Dallas Power 
& Light Co. 

One of the highlights of the program 
was a speech by W. H. Hitzelberger, 
executive director and vice president 
of the State Fair, who outlined the 
many improvements made at the Fair 
Grounds since last year. 


DULUTH, Minn.—A planned Light- 


ing Conference and Exhibit sponsored 


vy industry branches in this area and 
ordinated through North Central 
Electrical Industries took place on 
September 23 and 24 at the Hotel 
Duluth 

Exhibits at the conference featured 
e latest developments in commercial, 
lustrial and school lighting fixtures 
he afternoon program dealt princi- 
pally with recommendations, stand- 


ds, equipment and selling techniques 
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PAT 
APPLIED 


new “Yriction-Set” 


FIXTURE HANGER 
That Adjust With a Twist of the Wrist! 








At last you can get a Fixture Hanger that turns to 
any angle after being screwed to an outlet box, 
Although base and receptacle remain stationary, 
hanger arms may be turned to align with ony 
preconceived lighting plan. Exclusive Friction Ring 
firmly holds fixture in selected position. Hanger 
screws on to 3/4” or 4” outlet boxes, no other 
fastening necessary. Furnished complete with re- 
ceptacle, two 5’ chains, hooks and cord clips. 


Friction-Set K100 . . . List Price $1.10 For any fixture position 


Also Available with 3 Wire Solid Ground Receptacle 
Write for Bulletins K25 and K26 


SIMPLET ELECTRIC COMPANY 


3600 West Potomac Avenue * Chicago 51, Ill. 
112 Chariton Street * New York 14, N. Y. 


HERE IT Is!=] 


Ready For You NOW! .. . With All 
The Facts You Need ens : 


VOLUME SALES 
FAST TURN-OVER 
HEALTHY PROFITS || _3| 





























e REPEAT BUSINESS 
Start now Fill in the coupon below and get acquainted with 
TRICO. . . . It's a fast moving quality line. . . . It's Nationally 
advertised . . It's a COMPLETE line with LOW sales resistance 





and HIGH customer acceptance. It's recommended by leading 
technical engineers and widely used by Utilities and Industry. 
TRICO offers you: . . . More sales per call 

Healthy profit margins . . . Inquiry re- 


ferral service and direct mail follow-up . . 
Strict THRU THE WHOLESALER policy 


| Without Obligation Please Send a Copy of Your | 
| Catalog 


| NAME 

| co. NAME 
| 

| ADORESS 


| city STATE 
L 


ene 
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among home 


services is 
the water pump system 


Correct in design, rugged, compact, long 
lite of parts and a quickly renewable contact 
unit are features that mean dependability 
and an excellent buy for your customers. 
These features, too, are reasons for the con- 
sistent use of Furnas switches on leading 
water pump systems for many years. 

If you are not now handling this profitable 
item, send for our illustrated pressure switch 
bulletin 4502C and complete details. Write 
the Furnas Electric Company, 1097 McKee 
Street, Batavia, Illinois. 


The Furnas Pressure Switct 

rately machined parts, case-hardened and plated t 
insure long, care- tree service bokelite ntactt 
has large ver 


stainle 






FURNAS 
CLcTice 


PRESSURE SWITCHES 


on various types of lighting installa- 
tions. Slides and films were used lib- 


erally to picture the effectiveness of 


well planned lighting installations 


hie electrical wholesalers and dis- 


tributors Duluth who acted as hosts 
at the social hour were General Elec- 
tri Supply Corp Graybar Elec- 
tric Co Kelley-How-Thomson Co., 
Marshall Wells Co., Northern Electri 


Supply Co 


Supply Co 


ind Westinghouse Electric 


MILWAUKEE 


Cussion 


round table dis- 


conditions confronting the 


dustry, including the re 


appllance 


nstallment credit curbs, was 


order of business at a re- 


meeting of the Wiscon 


sin Ra Refrigeration and Appliance 
\ssociation. Phe miportance ol 
the farm market to the appliance in 
dustry, according to the association 
was emphasized in a recent report by 
\ | Het Wig, executive secretary ot! 
the Wisconsin Utilities Association 
indicating the rapid progress in. the 
electrificati farm homes Mr 
Herwig’s report showed that major 
electric companies were serving 96,- 
O09 tar is t June BO. 1948 This 
Was an increase of 2,857 homes since 
January 1 The electric companies ex- 
r to re nearly that many more 
during the last six months of the year. 
It will not be much longer, the asso- 


ciation points out, until all Wisconsin 
farmers will be good prospects for all 


ipphances 


NEW ORLEANS—The 


Electrical 


\ssociation of New Orleans is. plan 
ning it \nnual Golt Tournament and 
outing for October a & & ar 
Walthe t itive 1c president of 
thre New Orleans Electrical Associa 
tion has been named chairman for the 


1 
ne conference Of sales execu 


cs on ive southern states to be 
eld in| New Orleans on October 25 
a 26 Phe nference will be under 
the auspices tf the Sales Executive 
Coun ‘ Association of Com 
erce [he theme ot the conference 
will be Its Selling Time Down 


NEW YORK CITY—Members of the 
Electrical \Women’s Table 


1948-49 season with a din- 


Round 
opened thre 
ner meeting held in the Banquet room 
of the Vanderbilt 


ing discussion 


Hotel \n interest- 


took place on whether 


or not EWRT should this vear become 


a national organization It was be- 


lieved that if the association became 


national, it would offer the women in 


the electrical industry in other parts 


ot the country a share in the influence 


; 


of the association's name and a chance 
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Don’t say ‘PLIERS’, 
say CHANNELLOCK! 


The Channellock 
pliers with our exclusive 

tongue and groove joint give more 
features. Greater Strength — Longer 
Wearing — Closely Spaced Adjust- 
ments — Self Cleaning — Visible Ad- 
justments — No Wear on Joint Bolt. 





Use Channellock 

for your repair needs— 

electrical, plumbing, ignition, battery, 

automotive, and aviation work. 
Only these pliers incorporate the 

exclusive Channellock tongue and 

groove joint. 


There is a line of 1 
standard pattern 
pliers, too, with 
Channellock I 
quality construc- 


tion... including 
diagonal cutters, 
needle-nose 
pliers, linemen’s 
and electricians’ 
pliers, battery and 
standard slip- 
joint pliers. 
Choose the pliers 
that fit your 
needs . . . Choose 


Channellock. 
CHAMPION DEARMENT TOOL CO 








MEADVILLE + PA. 


Only 


Champion DeArment makes 


1948 

















Oct 








to enjoy the benefits of the organiza 


tion. After the question was thorough- 


The WIRE and 


an opportunity to voice an opinion, I = CABLE with 
a vote was taken Che final outcome a : nt me GU Pont 

















ly discussed and everyone was given 


of the vote proved that the majority 
’ ~ 
of the members were in favor of 


expanding. 





PITTSBURGH—Ellis L. Redden, di 


|] rector of advertising and sales promo 





tion of the Crosley Division, addressed 


the members of the Electric League “sar * ; . 
oo Tt eo Bronco “60” is a fast mover for wholesalers. It is nationally 


advertised to dealers and users. Many Bronco “60” sales helps 
are available to you: catalog sheets, envelope enclosures, list 
price sheets, ad electros and mats. 

Complete warehouse stocks are carried in principal cities to 
insure prompt delivery wherever you are located. Stock the full 
line of Bronco “60” wire and cable for greater volume, more 
profit and faster turnover. 


~ Western Pennsylvania at a recent 
luncheon meeting held in the Ballroom 
of the Hotel Roosevelt Mr Redden 


spoke on the subject “Creative Selling” 
-a subject he is thoroughly familiar 
wit! One of his responsibilities at 
Croslev is the education and training 
f salesmen in the effective and dramat 


ic use of the many sales aids and tools 


BRONCO 60 EXCELS 











lis company makes available to dealers , ‘ , 
PP - * Coils easily ¢ Resists cutting and abra- 
\s an added attraction a Crosley table «a 
id radia was aiven to thé person Does not kink or tangle sion in rough use 
moda¢e aqio as given to 1e yeCTSO i 
' * Strips freely 
iolding the lucky number. All mem t = . * Longer life cuts mainte- 
igen: age * Neoprene Jacket with- . 
ers and guests attending le meeting . na > COST 
a lee eyd stands oil, solvents, ans Se 
were eligible to participate in the draw a, : 
ger chemicals * Increases safety 
ist- FE 
“4 : For name of nearest representative write 
olt. \ “a 
a Cee Ser Ae Oe Sel RS BND ee 
mference of the Intermountain Ele a 
trical Association, Elbert Kramer, 1001 EAST 62ND ST. * LOS ANGELES 1, CALIFORNIA 
Westinghouse, spoke on subject f 
adequate wiring: Horace Lee, Philco 
Corp., discussed television; Gus Back 
J man, Salt Lake City Chamber of Con 
merce, gave his views of the industrial 
growth of Utah and Bill Cyr, Electrical 
told what benefits the members 
. eceived from the association 
a “PM” TYPE 
the 
and 


CONTROL 
TRANSFORMERS 








ON PRODUCTS 





Control Equipment— Bulletins 4452 and 
4453 describe the constructian, list 


the features, and give the applications SED on magnetic starters, breakers, cabinets, etc., for out- 


\ dl a ae erga age a | side mounting where lower than line voltage is desired. 

ar eonar¢ “lectric Co., 3 Sot | ° ° ° ° 

St., Mt Vereen, N. Y. ws Equipped with nipple and locknut for knockout mounting. 
Made in 50-60 cy.—460/230 volts primary, 115 volts sec- 


When writing ELECTRICAL WHOLESALING ondary. Capacities up to 250 V. A. inclusive. 


IMMEDIATE DELIVERY FROM STOCK 


mention 





Connectors—A_ bulletin, W-248, 01 
pe “W” connectors has been re 
Co sprinted, revised, and enlarged to in 
clude typical insert arrangement and 
tabular data “AN” layouts in shell sizes 
Nos. 16, 22 and 36 adaptable to “W” 


Bshells. Cannon Electric Development 


DONGAN ELECTRIC MFG. CO. 
2989 Franklin Detroit 7, Mich. 























BCo.. 32 hol. ~ acs ee 
5 Cane Humboldt St., | \n , i Dongan Line a 
i Nineteen-Nine 
ae Since Nineteen-Ni carne 
mention» ELECTRICAL WHOLESALING | 
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Connectors—A 4-page colorful folder, , A : a 
. . 4 n Amazingl nv 
ABELE D for identified as Bulletin 4803, is a handy | gly Convenient 
reference for selecting the correct type New Kit of 
of Servit (Split-bolt connector) for 


various conductor combinations. Burn- | ° 

dy Engineeri r Co yz y, 107 B ck W dg C4 p 

a, Blvd. New Yor N.Y. | eage-vrip: 
Connectors 





when writing ELECTRICAL WHOLESALING 


mention 


















Contains 










Certification Services—A new pamphlet Total of 
covering certification services of it lec Gueenden 


trical Testing Laboratories, Inc., 2 East 
End Ave., New York 21, N Y.. ex 
plains in general what certification 
means. In a pocket in the pamphlet are 
descriptive folders of various forms ot 
certification that are now being ren 
dered to particular industries: Fleur 
O-Lier, Ballasts and Starters, C.L.M., 
and RLM 


Yes, the label “RADIBESTOS | SEeeeMminaueMunetetos 


WIRE" on a spool of asbestos 


Electrical Fittings—Price sheets and 
data sheets, issued by Buchanan Ele« 
trical Prods. Corp., 2 West Jersey St., 
Elizabeth 4, N. J., contain pertinent 
information on the company’s solder 
less connectors, cable and conduit fit- 
tings, and wiring devices 
































covered wire—solid or stranded 


“WEDGE - GRIP” 
KITS 


The Connector of 
A Hundred Uses 


The Wedge-Grip ise 

splendid connector for 

fixtures, junction boxes, 

service entrance, outlet 
boxes, small and large 
motors, electric ranges, 
etc. 


—is a guarantee of high quality, 


neat appearance and uniformity. | 






High manufacturing standards 
and careful inspection maintain | wiecntion ? ELECTRICAL WHOLESALING 
that high quality. 























Do you want your orders to be a , i 
ere's a handy kit that slips into 
shipped according to your pro- | Gey) FLUX the electrician's tool bag, and 







, . ; or provides the right size Sherman 
duction schedules? Radix Service ae Ar a: Wulen lity Gamester tor 
will meet your most exacting re- en 18 through No. 2 standard wire. 

° } WELDING A marvelous time saver. Elimi- 
a | BRAZING nates those bothersome, slow 


| soldered splices. 
Do you have an asbestos cov- | | “a 


Kit contains 55 high quality 
|  Wedge-Grips, made of pure, 
| hard drawn copper, with oval 
pointed bronze screws that 
| L. B. ALLEN CO., Inc. wedge wires securely between 
| 6701 BRYN MAWR AYE. | V-shaped corrugations, Screws 
CHICAGO 31, ILL. have slotted hex heads. 





ered wire problem? Tell us about 
it and let our laboratory staff | 








work on it. 


We will be glad to submit sam- | 
ples and quotations on your as- 


bestos covered wire requirements. . Order a stock of these new 
Wedge-Grip Kits today] 


WANTED H. B. SHERMAN MEG. CO. 


Manufacturer’s Agents BATTLE CREEK, MICH. 












The sample card 
illustrated here 
contains nine dif- 
ferent styles of 












RADIBESTOS to sell 
WIRE. Write for 
one today. Replacement VACUUM Z A. 


CLEANER BAGS, also 
Mangle Pads and Covers. 


y 


ELECTRICAL CONNECTORS 


LOOK FOR ON THE SPOOL 


Advise Territory Covered 
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THERMADOR 


Portable 


ELECTRIC 
HEATERS 









* * 


orebeeeoeeededeeeeeedaddadaa 






ee. 2 ee eee 8 ee 


THERMADOR leads in | 
the design and manufac- | 
ture of portable electric 
heaters for commercial 


é ‘ 
SLi EER R ee AAA i 
ee Ee a ee ee ee ee eee 


and residential use. Stock | 
now with THERMADOR | 
portables . . . in radiant 
and fan-type models. 






THERMADOR 
Longfella 


Liat-Meolalh vam olelateloli-Midelellolalmal-teli-t; 
that gives full-bodied warmth; ex 
tremely practical, safe and eco- 
iovuiiael Pm alelMulelahMa-tiiel-talilelmelale, 
commercial uses. Ideal for bath- 
rooms, offices, stores, booths, etc. 
1320 watts: 120 volts AC. 


$1295 


(Incl. Govt. Tax) 





LIST 
PRICE 


THERMADOR 
Heat-Fan 


Winter heater, summer fan! For 


years America’s leading electric 
Safe, clean, efficient...a 


1320 or 1650 


$1495 


(Incl. Govt. Tax) | 


&K “Seven Leagues Ahead” | 


THERMADOR 


ELECTRICAL MFG. CO.. + LOS ANGELES 22. CALIF 


heater 
popular seller. In 


watts 


LIST 
PRICE 
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WHOLESALING 


Electric Meter—A 16-page booklet 
(GEC-350) published by General Elec- | 
tric's Apparatus Dept., Schenectady, 
N. Y., tells all about the company’s 


Type 1-50 single phase watthour meter, 
including illustrations, construction d1- 
agrams and accuracy curve charts. 


When writing 
mention 


ELECTRICAL WHOLESALING 





Chirty-nine “Scotch” 


describe d in 


Electrical Tapes 
brand electrical tapes are 
a new 24-page, two-color catalog pub 
lished by the Minnesota Mining and 
Mfg. Co., 900 Fauquier Ave., St. Paul 
6, Minnesota. It also contains many 
photographs of electrical tape appli- 
cations, gives data on tape research, 
and discusses electrolytic corrosion. 


When »ritina ELECTRICAL WHOLESALING 


mention 





Electric Motors—Bulletin OS5B-6107A 
contains 28 pages on electric motors ot 
one horsepower or larger for driving 
power house auxiliaries. It also pro- 
vides data on types of characteristics 
of induction motors, construction de- 
tails of standard and open-type motors 


special features for open-type motors 
and totally-enclosed fan-cooled mo- 
tors. Allis-Chalmers Mfg. Co., Mil- 


waukee 1, Wis. 





When writing 
mention 


ELECTRICAL WHOLESALING 








Feature 
CANDLE FLAME 
LAMPS to Increase 


Bulb and 
Fixture 
Sales 


Candle Flame Lamps are 
popular for candelabra 
and crystal fixtures. Live- 
ly turnover—with good 
profits 

Nationally Advertised 


NORTH AMERICAN 
Electric LL. 


amp Ca. 








1034 TYLER ST. ST. LOUIS 6, MO. 





HEINEMANN 





CUTOUT MATERIALS 
Plug Fuse and 
Cartridge Fuse Cutouts 
Plug and Cartridge 
Fuse Entrance Switches 
Battery Switches 
Meter Test Blocks 


HEINEMANN ELECTRIC CO. 


152 Plum Street 
Trenton 








New Jersey 









YOU CAN DEPEND ON 


P:$ 


DUPLEX OUTLETS 


Whatever your requirement, 
there is a P&S outlet — pre- 
cision-built to do the job. 








P&S 1560 — All-Bakelite body — 
Laminated Bakelite back insula- 
tion. 





P&S 1565 — Same body as P&S 
1560, but with wide mounting 
ears for easy alignment with 
wall surface. 


7 Fe 


P&S 1570 — Double grip contacts 
—All-Bakelite construction—Wide 
mounting ears with break-off 
washers — Attractive Uniline de- 
sign on face. Meets REA and 
Federal specifications. 


o 












P&S 1530 

p. 
aS” 
P&S 13202 
P&S 1530 — Positive one-piece 
contacts — Sturdy all-bakelite 
construction — wide mounting 
ears. T-slots. Meets REA and 


Federal specifications. 


P&S 13202 — Double grip con- 
tacts — Plate fastened by 2 
screws — Permits a matched P&S- 
Despard installation. Meets REA 
and Federal specifications. 


All furnished in Brown or Ivory. All 
approved by Underwriters. 


Send for complete P&S Catalog 


PASS & SEYMOUR, INC. 
SYRACUSE 9,N. Y. 
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Handle "eines reels easily and 


safely; remove wire or cable from 
top or bottom, front or back of 
reel with 


ROLL-A-REEL 


Style A: 

2.000 Ibs. ¢ 

37.50 

Style B: . 

4,000 Ibs. cap. Low slanted front and 

75.00 positive front lock 
a ; insure quick loading 

F.O.B. Cincinnati er unlendiag. 

Eliminate jacks, cum- 


bersome handling. 


Carried easily 


to reels, job 
or storage. 
ee N 
, Sold through 





wholesalers only. 


WRITE TODAY FOR DETAILS 





ROLL-A-REEL 


327 WEST FOURTH STREET 
CrNCIENNATE 2 OREO 

















FOR SECURE FASTENING! 


Look! How simple it is to hang fixtures on] 
walls and ceilings with Paine Spring Wing} 


Toggle Bolts. They're easy to install—drill | 
hole—slide wing end through—wings fly| 
open—tighten bolt for sturdy, solid an-| 
chorage. Saves time and labor. 


| INSERT 
| 






' 
TIGHTEN 


Vw a» sipripvial itm an en tal hte ae 








Send for free catalog on Paine Hanging 
and Fastening Devices. 


THE PAINE COMPANY 


FASTENING 
and HANGING 


2979 W. Carroll Ave., Chicago 12, Ill. 


DEVICES 
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Electric Ranges—A 76-pave catalog il 
lustrates wit the use of product pie 
tures ane sket es the utstanding 
features of the various types ot electri 
ranges made by tine (;e0 LD Roper 
Corporation, Rockford, III 


When writing ELECTRICAL WHOLESALING 


mention 





Electronic Devices—In a 2(0-page cat- 


alog, No. S-348, published by Sorensot 
NX ~ 2 37 airfield Ave Stal 
tord, Cont the compar describes 
electronic control of voltages and cur 
nts, illustrates its various types ot 
‘Itage regulators, and includes appli 
cation photos cuit diagrams, efhc 


ency and pertormance curves 


When writing ELECTRICAL WHOLESALING 


mention 





Fan and Motor Equipment—Catalog 
PR-801 describes and illustrates the 
Duplex” twit ail base for fan and 
t stalla construction tea 
ire listed and diagrams f the 
desig letails al d assen bly of the 
| lex” | is¢ are shown lhe Kor 
Co. Is 4862 Thirty-second 

Pla ny Isl Cit 1 \ 


Wimention ELECTRICAL WHOLESALING 


Fan & Ventilating Equipment—An at 
tractive 16-page folder contains typical 


appicatlo p or the type oO! tal 
al ventilating equipment that can be 
used 1 t 1 , Stores fhcees, indus 
t i ents and hotels, restaurants 
1 1 « wling alleys and on the 
far National Association of Fan 
Manutacturers 5-208 General Motors 
Bld py t 2, Micl 





Wer tion? ELECTRICAL WHOLESALING 


mention 


yon Equipment Pwelve 
sseleat sheets illustrate the various 
binations of floodlight assemblies 

i brief description of each model 

ng catalog information and list 


( \l described and illustrated 
iné tlight holders and_ the basi 
nt parts used with odlight 
hie % Stone Mfe. Co.. 489 He 
er } ribet j N | 








REPRESENTATIVES 
WANTED 


By nationally known manu- 
facturer of standard porce- 
lain. Line available for im- 
mediate delivery includes 
knobs, tubes, cleats, wire 
holders, etc. All territories 
now open. Commission basis. 


Address Inquiries to 
RW 6526 


ELECTRICAL WHOLESALING 
330 West 42nd St., N. Y. C. 




















ELECTRICAL 


















MANY TYPES AND SIZES 


Write for 54-page 
illustrated Catalog 





















COPPER TUBE 
& PRODUCTS, Inc 













FOR FAST TURNOVER 


SELL THE 
ALL-PURPOSE 
LINE 


CARBOLOY MASONRY DRILLS! 


@ Fluted shank drills 

deep or shallow holes. 
@ Round shank drills 
25% lower price for shallow hole drilling 


For universal drilling of 


The economy line at 


Now offer your customers a complete, 
all-purpose ljine of masonry drills 
new low prices. 


clean, true-sized holes 
quieter drilling, up to 4 


These drills cut 
in masonry- 
times faster. 
CARBOLOY Cen arbide ti} 
ger 


ented C 


stay sharp up to 50 times lon 
Shanks fit 
drills, 


drill presses, 
hand braces 


portab'e elec- 
tric 
able in hand 
canvas kits of six. 


] are 
ISO aVa 


Three Assortments 
$10.40 
$12.45 
$15.25 


Write for resale proposition. 


CARBOLOY COMPANY, INC. 


11127 E. 8 Mile Bivd., Detroit 32, Michigan 


CARBOLOY: 


MASONRY DRILLS 
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Cords end 
Cord Sets 


Selected by 
leading manufacturers 
... why not by you! 


A full line of 
Flexible Cords for the 
Repair and Service 
Industry, obtain- 
able through jobbers 

and distributors / 


Approved by 
Underwniters’ 
Laboratories 


CORNISH WIRE CO., Inc. 
15 Park Row, New York 7, N.Y. 







THE LIFETIME 
HANDLE 


DOUGLAS 
Aluminum 
Compass Saw 
Handles al- 
low easy ac- 
cess to hard- 
to-reach 
places. TWO 
convenient 
wing nuts permit quick rever- 
sal of the blade, and hold it 
perfectly rigid. Handle is 
made in one piece. 


DOUGLAS BLADES 
LAST LONGER 
DOUGLAS Compass Saw 


Blades are made from 
highest grade spring steel. 
The teeth alternate from 
one side to the other; each 
tooth double sharpened. 


Pat. Pending 


Send for Price Sheets 


DOUGLAS CO. 


P. 0. Bex 1864 Charlette. N. C. 


DOUGLAS 




















Lighting Fixtures 
contains & pages illustrating the su 
face and recessed mounted fluorescent 
fixtures and the incandescent accent 
manutactured by the Sunbeam 
Lighting Co., 777 East 14 Place, Los 
Angeles 21, Calit \lso included are 
the following: installation data, il 
lumination design data, and sketches 
of geometric combinations that are 
possible with the accent lights and 
tluorescent fixtures. 


Spe ts 


Ww inecntion 2 ELECTRICAL WHOLESALING 





Mercury Switches— An illustrated 
booklet on how mercury switches are 
made also includes a chart showing 


methods of selecting switches for spe 
cific applications, and tables listing 


specifications for more than 60 different | 


switches. 
Regulator Co., 
Minneapolis 8 


types of mercury 
lis-Honeywell 
Fourth Ave. S., 


Minneapo 


Minne 


sota 





Mincntion  ? ELECTRICAL WHOLESALING 


Wire and Cable—Various types and 
sizes of wire and wire products for the 
radio, automotive and electrical indus 
tries are illustrated and described in a 
l6-page catalog, No. 48, published by 


the Alpha Wire Corporation, 50 How 
ard St., New York 13, N. \ 


Wimention  ® ELECTRICAL WHOLESALING 





Bulletin No. 31-F J 


2953 | 





ELECTRICAL 
CABLE 


%& Largest stock of special 


cable in the middle west. 
*% All sizes any voltage. 
% Cut to length. 
%& Prompt shipment. 
%& Send us your inquiries. 
UNIVERSAL Wire & Cable Co. 


2662 Clybourn Ave. Chicago 19, Ill. 











MANUFACTURERS 
REPRESENTATIVES 
WANTED 


Manufacturer of ultra high grade con- 
tinuous duty line of FHP electric mo- 
tors and motorized gear reducers, 
ranging from % HP to '2 HP, both 
single phase and three phase, wants 
aggressive and competent representa- 
tion in several states. Your state may 
be open. If you can do a top-notch 
job, contact 
RW 6753, 
Electrical Wholesaling, 

520 N. Michigan Ave., Chicago 11, IIl. 
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FEATURES 
ARE 


YOURS! 


‘we WARM COMFORT QUICKLY 


The FAN-GLO HEETAIREI 
IWO Neo-Glo elements produce hot 
infra-red rays instantly. The quiet fan 


with = its 


forces heated air to the area of use at 


once. 


* BOTH KINDS OF HEAT 


The first heater in the world to give both 
— the combination of hot, abundant, 
scientifically-reflected, infra-red rays plus 
fan-forced heated air. 


* THREE HEATING SPEEDS 


The new portable FAN-GLO HEETAIRI 
permits the use of three heating speeds 
controlled by two conveniently located 
switches. A portable heater exclusive. 


* DESIGNED FOR SAFETY 


Even baby’s hands can touch the casing 
— there are no hot spots! Bulging guard 
assures complete safety. The FAN-GLO 
HEETAIRE is Underwriters’ approved. 
* LIGHT WEIGHT 

Convenient handle on top makes the 
compact FAN-GLO HEETAIRE easy to 
carry. Just take it to where WARM 
COMFORT QUICKLY is wanted, 


% BUILT for YEARS of SERVICE 


Both heating elements suspended in float- 
ing mountings permit flexible expansion 
and contraction — and-heat evenly — 
thereby increasing their long life. 


* TROUBLE FREE DESIGN 


Only the finest materials — and only a 
manufacturer whose priceless asset is his 
integrity — can produce this trouble-free 


handsomely finished FAN-GLO HEET- 
AIRE. 
* COMPLETE SELLING PLAN 


MORE PROFITS for you. . 
backed by powerful merchandising and 
advertising that’s loaded with “come and 
get it’ sellsmanship! 


PLUS THESE SEALS 


SG Gre 
Guaranteed by > a U 7 
Good Housekeeping \ 2 
SE Cras aneeenrue EF “ 
Call your jobber--he's all set to help you 
make more sales--more profits. 


MA ’ KEL ELECTRIC 


PRODUCTS, inc. 


. because its 










oO 
<oiet OF Mivap o> 


Fesreo 
co 





PARENTS 
pryevicn 





LA SALLE propucts, inc 


155 SENECA ST., BUFFALO 3, N. Y. 
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SCRU-(1S 


U. S. Patent No. 1,933,555 
SOLDERLESS 
WIRE CONNECTORS 
Mean EXTRA PROFIT for You 


Connections can be made so much 
faster with SCRU-ITS that 
connections per hour can be made than 
with old-fashioned tape and solder 
methods. With SCRU-ITS all you do is 
strip the wires, screw on a SCRU-IT and 
You have a permanent 


many more 


there you are. 
joint, mechanically and better 
electrically than you get using tape and 


And the time saved in installation 


stronger 


solder 
will mean a nice extra profit to you. 


LIGHTING FIXTURES 


cOoN 


TRANSFORMERS 
CIRCUIT BREAKERS 
SWITCH CONTROLS 


Four Sizes for Joining Solid 
and/or Stranded Wires 


Underwriters Laboratories, Inc. Approved 


Write for SAMPLES 














Aud SPECIFICATIONS 














Type of Business 





SEND DATA SHEET NO. 1012 TO 
Name 

; Company 

Street 

' City 

i] 

{ 
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SOLAR ELECTRIC CORPORATION 


FACTORY and SALES OFFICES 
WARREN, PENNSYLVANIA 





| Accurate Mfg. Co............... 


Leader Elec. Co...Inside Front Cover 
| Liberty 


Bell Mfg. Co. 
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This thermal cutout 
gives Fusetron a larger 
time-lag on harmless 
overloads than any ordi- 
nary fuse or circuit- 
breaker. 


This fuse link gives 
Fusetron ‘“‘fuse safety” 
on. short-circuits. 


You can build good will and orders by 
helping customers lower costs .. . 


Here’s how: — 


Many manufacturers and commercial or service institutions are 
still straining to meet demands being made on them. Needless 
interruptions or shutdowns are far more important than they 
would be in more normal times. 


Anything the salesman can do to help operating men keep 
things humming is going to be more appreciated than the same 
service might whén the need to deliver was less urgent. 


Among the items you sell are many that have a direct bearing 
on production or operating schedules. Pointing out such items 
can often be of real help to some operating man—and at the 
same time help you build good will and orders. 


Take for example, FUSETRON dual-element fuses—Point out 
how they can entirely wipe out all useless shutdowns caused by 
protective devices opening needless!y on starting currents or other 
harmless overloads. 


Or how they eliminate needless blows caused by excessive heat- 
ing in panelboards and switches—because FUSETRON fuses have 
less resistance than ordinary fuses—hence operate at a much 
lower temperature. 


Or point out how FUSETRON fuses used to protect motors, 
coils, transformers or solenoids prevent needless delays, repairs 
or replacements caused by the burnout of such devices. 


Turn to the FUSETRON bulletin in your binder—it can sug- 
gest many ways to show the man interested in operations or pro- 
duction how FUSETRON dual-element fuses can help him. 


If you need help, talk to the BUSS Fuse-man 
Should you ever run into a situation where help in getting an order would 


be welcome, talk to the BUSS Fuse-man in your territory. He is always 
ready to pitch in and give you honest-to-goodness cooperation. 


BUSSMANN MFC. CO., ST. LOUIS 


Division McGraw Electric Company 


Sell FUSETRON dual-element fuses for installation 
throughout the entire electrical system 





